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TWO. JURIES DRAWN FOR ' 


TRIM OF B00TLEG6ERS 


All matters in the Superior court 
Ikftve been postponed until next Mon­ 
day, pending the recovery of Judge 
Preston from an attack of influenza. 
The judge Is able to sit up at the 


LOU CUNNINGHAM HOME 


WITH BRIDE FRIDAY School Superintendent Apportions 
State School Funds to Districts 


Lou Cunningham, after 
an t A - 
tended absence In southern 
Califor­ 
nia on "Important business," return­ 
ed last Friday evening to his home 
in this city, accompanied by a bet- 
present time, but will noS. be able to ter half, formerly Miss Ruby Jonea, tlonment 
was 
reave the house for a few days long- j of Upper Lake. 
Lou succeeded in 
«r. A session of court was held at slipping one over on his friends. He 
l i s home Monday and the Van Dur- I left about the middle of 
February 
en case was put over until next Mon- j ostensibly 
on an 
"important 
busi- 
iay. 
1 ne.ss trip" to San Francisco. 
Giving 


Two juries were^drawn 
for 
the | his friends there the slip on the ex- 


Count^ 
School 
Superintendent 
Manchester 
234.22 


REMAINS OF H, B, SMITH 


ARE LAID TO REST SUNDAY 


Roy Good this week 
reapportioned 
the sum of ?16,204.20 school money 
received from the state. 
The appor- 
made on a basis of 
average daily attendance. 
The var- 


Metcalf 
52.58 


Mendocino 
616.62 


Mill Creek 
205.54 


Minnehaha 
52.58 


Mitchell Creek 
100.38 


trials of liouis Cassella and P. Ber- 
mardino, of Albion. Both men are ac­ 
cused of the same offenses, 
main­ 
taining « house where 
intoxicating 
liguors were sold, and making two 
Bales. Each^ has asked for a separate 
Irlal. Cassella's trial will be held on 
•he 20th, and the following venire 
men have been summoned: 
M. L. 
Sawyers, Willits; L. Gobbi, Ukiah; 
A. Crispin, Point Arena; E. J. Wind- 
linx, Fort Bragg; J. B. Pyland, Hop- 
land; H. A. Pullen, Willits; Mrs. L. 
Rains, Ukiah; C. F. O'Brien, Point 
Arena; J. L. Rector, YorkvlUe; C. 
J. Ottoson, Comptche; J. M. Brans-j 
«omb, Branscomb; 
H. A. Weller, Jr. | 
Fort Bragg; August Heitnieyer, No-j 
yo; J. C. Thomson, Ukiah; W. A. 
Thornton, Albion; Roy Pardee, Hop- 
land; C. A. Ball, 
Covelo; 
W. 
K. 
Ford, Ukiah; A. P. Ornbaun, Orn- 
baun; R. E. Angle, Ukiah; H. W. 
Booker, Comptche; H. H. Shoemake, 
Hopland; 
Mrs. 
Maude 
Tadlock, 
Ukiah; A. F. 
Redemeyer, 
Layton- 
vUle; R. J. Harrington, Hopland. 


Bernardino will be tried on the 
21st and 
the following 
veniremen 
have been summoned: 
L. M. 
HII- 
dreth, Mrs. M. W. Brazier, Ukiah; 
T. E. Howard, Potter Valley; F. F. 


cuse he had to get back homo, he 
loft for Los Angeles, 
and 
before 
anyone could discover his 
where­ 
abouts all sorts of wild rumors be-' 
gan drifting up from the southland. ' 
The rumors were confirmed 
whsn 
Lou returned to San Francisco ac­ 
companied by his brifle. 
' Comptche 
1 1 9 . 5 0 


The couple was married at Los Q^^^ Creek 
6 2 1 4 


Angeles 
on 
February 
2 0 . 
Mrs. cottoneva 
4 3 . 0 2 


ioua districts received the following Moss Maple 
:. 
172.08 


Mountain View 
23.09 


McDowell 
57.36 


McKay 
62.14 


McNcar 
62.14 


Navarro 
57.36 


Nokomls 
76.48 


Noyo 
133.84 


Occidental 
129.06 


sums: 
Albion 
% 420.64 


Alder Glen 
52.68 


Anderson 
105.16 


Blossom 
57.36 


Bonita 
33.46 


Bridgeport 
109.94 


Brush Creek 
76.48 


Carroll 
57.3S 


Caspar 
401.52 


Central 
133.84 


was married 
at 
February 
20. 


Cunningham is a beautiful and ac- counts 
62 14 


complished 
young woman, a grad- coyote 
90.82 


uate of the University of California. 
Cummlngs 


De Haven 
She has been teaching in the San 
Diego high school the past year. 


A host of friends here are extend­ 
ing congratulations and good wishes 
to the happy pair, who have taken 
up their residence at their home in 
the formei* Weldon house 
at 
the 
corner of Pine and Henry streets. 


East 
Mendocino 


Eel River 
Elk 
Ellison 
Farley 


HEAVY SNOW STORM PUTS 


N.-W, P, TELEGRAPH OUT 


The heavy storm 
which 
visited 
this section last 
Friday 
afternoon 
and evening put the telegraph lines 
of the Northwestern 
Pacific 
ana 


38.24 
33.46 
33.46 
66.92 
47.80 
62.14 
57.36 


Fort Bragg 
2810.64 


! Foster 
Mountain 
4 7.80 


;-Franklin 
62.14 


I Galloway 
71.70 


! Garcia 
2 3.90 


Gasklll 
33.46 


I Glen Blair 
62.14 


Gray 
119.50 


Greenwood 
420.64 


Gualala 
100.38 


Hansen 
28.68 


Hawley 
105.16 


Hopland Union 
301.14 
, Western Union 
between 
Laughlin, 
^ 


Hlbbard, YorkviUe; F. F. Allenbest, I 
^y.j,!^^ completely out of busi-' Independence 
76.84 
Hopland;, Harry Larkin, Ft. Bragg; jiess. 
Twenty-two poles went down 
•;ros. Burns, Hopland; A. I - 
Ford, I 
^^^.^^^ 
^1^^ ^^^^^ ^^j^j^,^ 


Redwood Valley; Otis 
Redemeyer, 
Ukiah; H. E. Struaz, Hopland; G. C. 
McGirassy, Ukiah; F. 
E. 
Howell, 
Ukiah; Jas. Howard. Elk; 
W. 
L. 
Rlckard, 
Ornbaun; 
Fred 
Warren, 
Point Arena; C. Nlelson, Ukiah; W. 
H. Ford, Willits; Robert 
Sullivan, 
Albi6n; F. A. Gibson, Potter Valley; 
V. P. Motzler, Hopland; W. K. Hix- 


froze to the telegraph wires. 
The 


Indian 
Creek 
57.36 


Irmulco 
133.84 


Island Mountain 
28.68 


congealed snow was as large around | Jackson 
as a man's leg in places and 
the 
wires snapped like 
packthread. 


Chief 
Assistant 
Electrician 
E. 
Schaubel was busy from Friday eve­ 
ning until Saturday morning restor­ 
ing the lines. 


The storm came from the south 


son, Hopland; Ethel Wintzer. F o r t ' 
^^^^^ ,^g^,.ly ,.esembled an east-' 
Bragg; M. D. York, Ukiah; N. C. ' ^.^ blizzard than anything we have 
Hanson, Fort Bragg; Mrs. Florence 
j ^ ^ ^ ^^^.^ 
g , „ P Q 
memory of man. 


Farrer, BoonvUle. 


Navy Man Host to 


The 
telephone lines suffered 
as 
S j badly as the telegraph lines. 


Mendocino Friends 
C A L K N D A U W I L L B E 
C A L L E D 


i w > « ^ m . u v ^ > » « « 
^ 
I 
C O U R T T H I S 
M O R N I N G 
Captain W. H. Standley, assistant 
chief of. atalT aboard the battleship 
California, 
sent word yesterday 
to 


76.48 


Kalsen 
43.02 


Keene 
105.16 


Laurel 
191.20 


Leggett 
Valley 
33.4 6 1 Whitcomb 


Lima 
76.48 


Little Lake 
105.16 


Little River 
52.58 


Lombardy 
- 
38.24 


Long Valley 
109.94 


Ocean 
90.82 


Ornbaun 
38.24 


Pacific 
33.46 


Pepperwood 
52.!)8 


Piercy 
52.58 


Pine Mountain 
52.58 


Pine Ridge 
* 
33.46 


Point Arena 
339.38 


Potter V. Union 
377.62 


Progress 
2S.t)8 


Red 
Hill 
47.80 


Red Rock 
28.68 


Redwood V. Union 
387.18 


Reservation 
234.22 


Riverside 
76.48 


Round Valley 
396.74 


Rowena 
4 7.80 


Ryan Creek 
38.24 


Sawyers 
33.46 


Sea Side 
38.24 


Sherwood 
52.58 


Shields 
43.02 


Slgnel 
81.26 


SlKual Pori 
23.90 


Slmnierly 
47.80 


Spring Grove 
90.82 


Spy Rock 
28.68 


Stella 
100.38 


Ten Mile River 
33.46 


Thompson 
100.38 


Tunnel 
:.. 
66.92 


Two Rivers 
66.92 


Ukiah 
1520.04 


Virgin Creek 
90.8a 


M^estport 
148.18 


Wheelbarrow 
23.90 
33.46 


Williams 
Creek 
38.24 


i Willits 
1453.12 


Willow 
100.38 


Woods 
86.04 


Yorkville 
28.68 


All 
that 
was mortal of H. B. 
Smith was laid to rest in the Ma­ 
sonic cemtery last Sunday 
after­ 
noon. 
The funeral cortege was one 
of the longest that has ever turned 
out here and the 
floral 
offerings 
were profuse and very beautiful. 


The funeral seiwices were conduc­ 
ted at the home of Dr. J. E. Moore 
and at the cemetery by the Masons, 
led by F. C. Handy, a close friend 
of Mr. Smith, who presided on a 
reciuest of the deceased voice'i prior 
to his death. 


The pall bearers were also selec­ 
ted by the deceased several weeks 
ago and were Percy Handy, R. E. 
Donhoe, Hale McCowen, Sr., W. P. 
Thomas, George P. Anderson and T. 
M. Cleland. 


In honor of his memory the flags 
on the city hall, the courthouse and 
the Masonic hall hung at half mast. 


PROCEEDINGS OF THE 


BOARD OF SUPERVISORS 


F I N E D I<X)R D R I A ' I N G 


AVITH C U T O U T 
O P E N 


Roy 
Murray 
was 
haled 
before 
Judge Hurley the latter part of last 
week charged by City Marshall T. M. 
Cleland with driving with his muff­ 
ler open. 


It is stated that Murray had been 
warned several times for 
driving 
too fast and for driving with his cut­ 
out open. 
He was promised a jail 
sentence on the occasion of his next 
appearance before tlie court. 


WILL OFFER- PRIZES 


FOR BEST WOOL FLEECES 


Board of Supervisors met at 3:30 
o'clock P. M. Monday, March 
12, 
1922. 
All present. 
Minutes of the , 
previous meeting were read and ap­ 
proved. 


Tuesday, 
March 
14, 
1922, 
9 
o'clock A. M. 
All present. 


Ukiah school district bonds order­ 
ed issued and notice for sale 
for 
Apr. 11, 1922, at 10 o'clock A. M. 
ordered published. 


Report of steward of county farm 
accepted. 


Report of Horticultural 
Commis­ 
sioner accepted. 


Sale of First District Cletrac by 
Supervisor E. L. Williams at pub­ 
lic auction to Frank 
Petray 
for 
$350.00 was confirmed. 


Following 
transfer 
of 
funds- 
made: 
From Potter Valley Schooi 
District Bond fund $124.22 to Pot­ 
ter Valley Union Co. fund $124.22. 


County 
Recorder authorized 
to 
recopy index to personal 
property 
mortgages and index to assignments 
of mortgages. 


Petition and bond for road sur­ 
vey near Spy Rock in Section 32 T. 
24 N. R. 14 W. M. D. M. to Lot 3 
Sec. 14 T. 23 N. R. 155 W. M. D. M. 
accepted. 
E H Smith, Frank Sim- 
merly and Guy Simmerly appointed 
viewers of said road. 


Bids for construction 
of Sec. 2 
East End Nash and Highway road 
2230 feet 
9 foot road bed to be 
opened at 11 o'clock A. M. Tuesday, 
April 11, 1922. 
Ordered advertised 
for. 


Following 
indigent 
allowances 
made: 
State aid to Ada Finley Van 
Loo for Finley children of 
$20.00 
per month from November 14, 1921. 


Application of Sophie Hautala re­ 
ceived and held for investigation. 
County Auditor directed to cancel 


LOCAL MAN LOSES BROTHER 


IN AUTOMOBILE ACCIDENT 


For the first time in two weeks 
the calendar will be called in the 
all his boyhood friends 
of Mendo-' superior court this morning. Judge 
clno county school days and invited ' Preston 
having 
so 
far 
recovered 
them to tea in the officers' auartois ' from his late attack of influenza as 
of his 
floating 
home. 
The guests ' to be out once more, 
were aftei"ward taken to the home I 
A big grist of business is on the 
of Mr. and Mrs. C. B. Johnson, in ' calendar. 
Alameda, where a dinner was given 
In honor of Captain Staiidley. 


Among those who reminded 
him 
of days in the Mendocino hills were: 
Judge G. A. 
Sturtevant, 
Marshal 


Nuckol, Maurice Carey, Mrs. Jennie t 
S. MacMillan, Mr. and Mrs. William j 
The 
meeting 
at 
the 
Baptist 
A. 
Abbey, 
Mr. and; Mrs. Walter church Is making folks talk. 
Mr. 
Howe, 
Miss ; Geraldlfie Howe, Mr.; Conan,t, the evangelist, 
upsets 
a 
and Mrs. Charles Howe, Mr. 
and! eood 
many 
popular opinions and 


KEEPING UP WITH LIZZIE 


NEXT BIG VICTORY SPECIAL 


An announcement of the 
utmost 
interest to the wool men of Mendo­ 
cino county is contained in the ad­ 
vertisement of the Chas. 
J. 
Webb 
Sons Co., contained on page five of j double assessment to J. M. Dill es- 
thls Issue of the Dispatch-Democrat, i tate on page 727 Vol. 3 of 1921 as- 
The company is offering four prizes I sessment 
as 
to 
following 
lands: 
ranging from $200 to $50 for t h e ' 
best fleeces produced this year in the 
(Continued on page 8.) 


Bound Over lor 


Resisting Ofliccr 


EVANGELIST CONANT TO BE 


HERE TWO WEEKS LONGER 


Mrs. 
G. W. Prince, Dr. and 
Mrs. 
Chas. Chalfant, Mr. and Mrs. Rich­ 
ard Tutt, Mr, and. Mrs. Harry Kls- 
ter, Mr. and Mrs. Wade Lazear, j . - 
Harvey, C . Texbahl, C. Baker, Mr. 
and Mrs. Roy Douglass, the Misses 
Douglass, Mr. and Mrs. C. B. John­ 
son and James Sturtevant, son and 
daughter.—Bulletin. 


L O S E S 
F I N G E R 
L. P. Anker submitted to an op­ 
eration for the removal of the 
flnit 
two jolntfi of the little finger on hla 
left hand the first of the week. 
The 
member was crushed while he was 
assisting In moving 
safe 
deposit 
boxes at the savings bank the latter 
part of last week. 


ideas, makes people get out of a rut 
and do a little thinking. 


It is evident that the door to the 
room of some 
peoples' 
religious 
thinking 
has grown rusty In 
its 
hinges and you can almost hear the 
hinges creak as some of the doois 
slowly open. 


Mr. Conant makes us wonder how 
many folks in Ukiah 
are 
really 
thinking about spiritual things these 
days. 
The evangelist will be at the 
church for about two weeks more. 


SAN RAFAEL, March 
11.—Wm. 
Lehn, 
brother 
of 
Louis 
Lehn, 
of 
Ukiah, was killed last night in an 
automobile 
accident 
near 
Ignacio, 
and Mrs. Lehn suffered 
a 
fracture 
of tlie left thigh, while their 13- 
year-old son and Chas; Newman and 
wife of Santa Rosa suffered 
minor 
injuries. 
Lehn is thought to have 
suffered a stroke of apoplexy, Avhlle 
at the steering wheel, and ran the 
car off the road, through a fence and 
wrecked it. 
Mrs. Lehn stated that 
she reached over and grasped 
the 
steering wheel when the car started 
to leave the road, but says that her 
husband's grasp was set 
spasmod­ 
ically on the wheel and she was un­ 
able to counteract the strength in 
his arms. 


Lehn's death Is supposed to have 
occurred either from the stroke or 
from a fractured skull he received 
when the car turned over^ 


E. J. Duncan Dies 


Here Last Nlglit 


As we go to press word cornea of the 
death of E, J. Duncan, who passed 
away at 12:15 last night. 
He under­ 
went an operation for a ruptured ap­ 
pendix recently. 


He leaves a widow and a daughter, 
Mrs. Cf^'lBeggB. 


Funeral arrangements have not yet 
beto announced. 


R E D U C T I O N I N 
R A T E S 


S O H B D U L 1 3 D F O R A P R H J 
i 


The 
reduction 
in 
water 
rates 
promised should the city take over 
the water company's property will 
take effect on April 1, according to 
information 
given out the 
first 
of 
the week by the city trustees. 
The 
reduction 
will amount to ten per 
cent on the existing rates. 


Eagles to Have 


Big Initiation 


Lizzie had social aspirations and 
every man, woman and child in her 
town did their "durndest" to follow 
the pace she set. 
They sure did step 
some! 
Automobiles were as com­ 
mon as colds in the head—evei-y- 
body had one!—and 
diamond-stud­ 
ded lorgnettes waved in the breeze. 


Then came the blow that brougnt 
the fair Elizabeth—and with 
her, 
the whole town—down out of the 
clouds and back to earth again. 


And Lizzie and her Dan settled 
down on a tiny farm to raise a lot 
of cows and geese and ducks and 
everything, while the Count sailed 
back to Italy, a sadder and a wiser 
man. 


It's a whale of a picture with a 
laugh or a thrill in every foot of 
film and 'way down underneath 
a 
great big wonderful 
moral It will 
help us all to heed. 


It is coming to the Victory theatre 
next 
Wednesday 
and 
Trusday 
nights. 


territorj^ north of a line dr.awn east 
and west tlirough Stockton. 


Mendocino county now has a fine | 
chance to make a reputation for her-i 
self. 
It ought to be a matter ot \ 
pride for our wool men not to let the I 
FORT BRAGG, March 
15.—.iii- 
first prize get away from us, and it j drew Andereon of Caspar was bound 
svould be still better if Mendocino, over 
to 
the 
superior 
court 
tliis 
could grab them all. 
'morning on a charge of 
resisting 


Come on, you wool growers, let's j and striking an 
officer, 
go! 
i 
Paul Dupon, W h o pleaded 
guilty 


I to a charge of interfering with an 
; officer, in connection with the same- 
• case, 
was 
fined 
$200 by Recorder 
Chapman. 


L.WILETTA CHILD DIES 


-Miss 
Lurllne Jamison came up 
from the city the latter part of last 
week and haa been 
spendbig 
the 
week with her parents, Mr. and Mrs. 


3. 
A. Jamison. 


• T h e Ukiah Aerie, Fraternal Order 
of Eagles, Is to have a big class in­ 
itiation and ladies' night on April 
15, when the lodge will be visited 
by Fred L. Thomas, state president 
of the order. 


A big class will be here 
from 
Willits to take the degrees and 
a 
large 
delegation 
will 
come 
over 
from both Wlllita and Fort Bragg. 


The visiting ladies will be royally 
entertained, a committee of 
local 
ladies having been 
appointed 
to 
take care of them. 


A big banauet, card games, danc­ 
ing and a general social good time 
Is planned. 


Mias Katheriiid Phelps was ser­ 
iously ill with influensa this we«ik.'on buslnii^s last Wednesday. 


Scliirnier Opening 


Talces Place Today 


The long-awaited opening of Mi­ 
lady's Shoppe, the 
new 
Schirraer 
store next to the Palace hotel, takes 
place today. 
The firm is offering a 
splendid lot of values as specials for 
the opening days of today and to­ 
morrow, and a perusal of their ad on 
page 6 of this Issue of the Dispatch- 
Democrat will prove highly 
inter- 
esting to our lady readers. 


The firm will welcome all visitors 
to 
an 
inspection 
of 
their 
stock, 
whether or not they wish to pur­ 
chase. 


John, the thirteen-year-old son of 
G. E. Laviletta, passed away 
last 
Friday 
from 
pneumonia, 
following 
influenza. 
The remains were laid to 


The 
trouble 
started 
Saturday 
i night 
as 
Night watchman 
l^rown 


I started 
to 
arrest 
Anderson 'on a 
rest Sunday, interment being in the | ^^^^^.^ 
disturbing the peace. 
Catholic cemtery. 
. 
| 
^^derson showed flght and In tho 


j mix-up 
struck Brown in the face, 
blaciving his eye. 


It was during the flght that Du­ 
pon was charged with 
interferinr, 
and Anderson managed to escape. 
Atly. W. D. L. Held, attorney fori 
He walked all that night to Wil- 
George Owens, received word yester-i liis and was in the act of sitting 


DISTRICT COURT REVERSES 


JUDGEMENT IN OWENS COURT 


day that the district court of ap­ 
peals had reversed tlie judgment In 
the case of the People vs. George 
Owens, Willits man accused of Is­ 
suing a check when he had no funds 
in bank. 


Owens was convicted On a jury 
trial 
and sei\j:cnced 
to a term of 
from one to fourteen years in pris­ 
on. 
The defense appealed on 
the 
ground that the evidence was insuf- 
flcient to show that a crime had been 
committed. 


The case will be tried 
again. 


down to dinner when Deputy .Sherifi' 
Ries arrested him on a charge of 
disturbing the peace. 


He pleaded guilty before 
Judge 
Chapman 
to this charge and 
was 
flned 
$30. 
Only having $28 on nis 
person he went out and 
borrowed 
the two washers from "Pop" Mar­ 
shall and settled in full. 


Ho was then arrested on the more 
serious charge, to which he pleaded 
guilty, stating he didn't 
remember 
anything about it. 


A D D R E S S E S 
O H A M D E R 
O P 
O O J \ O I E R O B 


Tom Murray, a prominent ranch­ 
er of th^/l'l^eta, section, was in, town 


W. D'Egilbert, of the Sacramento 
section, formei-ly commissioner gen­ 
eral for the state of California 
at 
the 
world's 
fair, , addressed 
the 
Ukiah Chamber of Commerce 
last 
Monday 
evening on the 
proposed 
Water and Power act, sponsored by 
Wm. Kent, Spreckles and 
others. 
D'Egilberfs talk was*, against 
the 
pi'opositlon. 


Mrs. 
D'Egilbert, 
who 
accompan­ 
ied her husband, found many old- 
time friends here, where she attend­ 
ed school for some time, 
As Miss 
Ida Jewell she was among the most 
popular of Ukiah's young""follca sey^, 
eral years ago. 
< 


R E G I S T R A T I O N 
F I G U R E S 


Deputy 
County 
Clerk 
Willis 
Prather completed the work of tab­ 
ulating the registration 
by parties 
this week of the registration 
affi­ 
davits turned in up to Tuesday eve­ 
ning. 
At that time the count show­ 
ed a registration of 2432 Republi­ 
cans, 913 Democmts, 304 not stated, 
20 Prohibitionists, 
31 Socialists. 


The affidavits from the 
various 
incorporated cities will be in in a 
few weeks, when another report will 
be made. 


Mrs. 
Angela Williams and Mias 
Bertha Watson returned 
Tuepday 
ilrQm a tow dftjra' visit in Saa Fran- 


I 
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Potter Paragraphs 


POTTER VALLEY, March 15.— 
Mr. and Mrs. Andrew SinclaJr and 
Bon Bruce were viaUors In San Fran­ 
cisco last week. 


Mrs. Charles Adams left 
Potter 
last week to Join her husb&nd who 
has gone Into business in Calistogd,. 
Mrs. Adams has made herself very 
popular during the year she has re­ 
sided here and she will be greatly 
missed in the social and 
fraternal 
circles of our small town. 


W. S. Hughes^ one of 
Potter's 
prominent citizens, was 
in 
Ukiah 
Thursday of last week. 


Friends of Ed I>amb are sorry to 
know that it was necessary for him 
to go to Ukiah and get 
medical 
treatment for hlB eyes. 


Truman 
Bonnifleld «nd 
family 
spent Thursday visiting in Ukiah. 


Mesdames Hopkins and 
Watten- 
berg returned to their Cold Creek 
home after a pleasant week spent 
in Potter valley. 


Dr. Stout was called here 
last 
week to attend Mrs. Laura Lierly, 
who has been quite ill for the lost 
few days. 
Mr.s, Lierly is now con­ 
valescent and expects to be out in 
the ver>" near future. 


Mr. and Mrs. R. R. Ingels spent 
Friday night with friends in Ukiah. 
returning to their home here Satur­ 
day morning. 


Messrs. Sinclair, Westcrman 
and 
Marders motored to Ukiah Sunday 
to attend the funeral of tho late Mr. 
Smith, 


Mrs. Paulino Canscienne of Ukiah 
is the house guest this week of Mr. 
and Mrs. Hopkins of Pomo. 


Mrs. Alfred Pollard journeyed to 
Ukiah Saturday where the day was 
fipent In shopping. 


companied by Mrs, Will. OUlesple, 
motored to Ukiah Tuesday. 


Mrs. 
J. J. Dashlell is spending 
this week with friends and relatives 
ron Eel rlv^r. 


Robert Brush and family 
were 
transacting budtne^ at .the county 
seat on Tuesday. 


Mr. Carr has resumed his work 
of painting the Interior of Grange 
halt. 


E. A. Fahnestalk was a Tuesday 
visitor to Ukiah. 
CHURCH NOTES 


Last Thursday evening the 
Ep- 
worth League held a very enjoyable 
social In the church parlors. 
Mr. 
Stinchcomb of Oakland was to have 
been the guest of honor but on ac­ 
count of a severe attack of influenza 
was 
unable 
to 
be 
present. 
Mr. 
Stinchcomb has been in Potter be­ 
fore and has won many friends by 
his genial personality. 
It is to be 
hoped that he will soon recover and 
visit us In the very near future. 


On next Sunday evening at seven- 
thirty o'clock the Epworth League 
will hold its regular weekly meet­ 
ing. 
A song and devotional 
ser­ 
vice will be led by Miss 
Gladys 
Spotswood. 
The topic will be "My 
Debt to a High Vision." 
One reel 
of moving pictures will 
also 
be 
shown. 


The special evangelistic meetings 
v/hich were to begin last 
Monday 
night have been postponed 
indefin­ 
itely on account of the Illness of tho 
speaker who was to come. 
KIIATKUXAL 
AFFAlllS 


The 
regular 
meeting 
of 
the 
GranRe was held last Saturday 
af­ 
ternoon. 
The program during the 
lecture hour consisted of a "skit" 


WILLITS NEWS 


Friends of Mr. and Mrs. Arthur | entitled "Schooldays." 
The pereon- 
Griffits are congratulating them up-1 nel of the cast included P. B. Wes- 
on the arrival of a son and heir In terman, 
J. 
M. 
Thornton, 
Alden 
their hiDme. 
Crafts, Clyde Eddy, Walter Hughes, 


Mrs. J. G. Newman, who spent Merle 
Bevans 
and Miss Alberta 
"their week ^nd in Potter, returned ' Leno. 
The players were very aoly 
to Ukiah Monday, to be with her assisted by Mrs. P. B. Westerman. 
husband, 
J. 
G. Newman, 
who 
Is The show was greatly enjoyed by all 
convalescing from a serious opera- present and much" credit is due to 
tlon. 
I the performers. 


Ernest Fish M-as a Ukiah visitor 
The March meeting of the pro- 
last Tuesday. 
' gross club will be held Saturday af- 


Mr. Vaughn of Lower Potter left ternoon at the residence of 
Mrs. 
this week on a business trip to San George Shattuck. 
Each lady is ex- 
Francisco, 
pected to respond to roll call with 


Mr. and Mrs. Wiley Brooks ac- an Irish quotation. 


FORT BRAGG 


NEWS NOTES 


FORT 
BRAGG, 
March 
155.— 
I..awrenc6 Rosa of Inglenook is be­ 
ing treated at tho. Fort Bragg hos­ 
pital for a compound fracture of the 
right leg, just below the kneo. 
He 
was hiii't yesterday at Ten Mile. 


Tho new resaw has arrived 
at 
Glen Blair and i.s being installed un­ 
der the supervision of C. E. Sher- 
ricU, 
This will make an increase of 
from 
1,'^,,000 to 2fi,000 feet of Uini- 
bor pov day in the daily cm, 
Tt will 
be in oinarat.iou In about a week, 


Andrew 
Ostroni, 
an 
old 
lime 
woodsman enniloyod at Camp 11 at 
'Elk, pa.ssi'd away .Stmd.Tv al'leiiioon 
from ilu' olTects of tlif; flu. 
He was 
buried at CnlToy's Cove remntery. 


Tho stiotcl) of the ;:;radc' botwemi 
.Tuan and Hardy Creoles, which slid 
in several weeks ago. has boon clear­ 
ed and 
wa.s opened up for 
travel 
Thursday. 


The stoamor !'"'ort Bragg 
sailed 
from 
Mondocino 
yesterday 
after­ 
noon 
for 
Guaymas, Mexico. 
Her 
cargo consisted of 
redwood 
ties, 
planks, and timbers. 


IRII'ORT.XXT .NOTICE TO PUIUJC 


Advice has been brought to the 
Chamber of Commerce headquarters 
that a local rumor is prevalent to 
the effect that the Chamber has en­ 
dorsed and agreed on candidates for 
trustees for the election to be held 
In April. 


Such a report is unwarranted, un­ 
grounded 
and without 
foundation 
and Investigation of 
the 
records 
and minutes of 
the 
organization 
win 
serve 
to 
substantiate 
this 
otatement. 


The Chamber of Commerce is a 
Bou-political, non-sectarian 
organi­ 
zation and its activities are kept free 
from 
entangling possibilities 
that 
irould grov,' out of a deviation from 
ihJB policy. 


To each and every candidate who 
may announce for the consideration 
of the voters at the ensuing election, 
the Chamber of Commerce desires to 
extend Its heartiest well wishes, but 
the organization is not, nor will it 
ever endorse the candidacy of 
au 
Individual or any set of IndlvldualB. 
BRICE W. HOSKINS, 


Manager-Sec retary, 


jCQUttty 
Sealer ot Weights 
and 
•|feW6«r«B,W. v. 
QoomhBi, wan in 
tows tbe Hi-Bt ot the week from bi!( 
Mme 
at Albion on official busineas. 


NEWS NOTES 


FROM COVEIO 


COVELO, March 15.—Mrs. Deed 
Foster 
returned 
home 
Wednesday. 
She seems much improved in health. 


Mrs. Smith arrived here last week 
from Fort Seward. 
She is' visiting 
her daughter, Mrs. Charlie Johnson. 


Judge G. H. liedwlne 
returned 
home Wednesday from Santa Marie 
where he has been 
the 
past 
six 
weeks visiting his daughter. 


Thoma-s Marlis, Mrs. E, P, Worin- 
ington and Mrs. .\ustin 
Fleetwood 
arrived here Thur.sday evening from 
Los Angolc-s. 
They live at Summit 
Valley, 


Mrs. Nash loft for a few days' in 
Nashmead to ti-ansael business. 


Mrs. 
E^lla Osborne spent a lew 
days in Willits rocontly on liusiness. 


Tho well known candy salesman 
W. B. Keller, who 
has 
traveled 
through 
this territory for several 
years, died at h'ls home in San Fran- 
nisco, March G. 


Harold IJradshaw came to Coveio 
last week and is employed at the 
Hop & Barley ranch. 
He is a son 
of our last year's high school teach­ 
er. 


Mrs. 
James Hurt is visiting in 
San Francisco. 


Mr. and l^Irs, Frank are in town 
this week, 


G. K, Osborn left 
Sunday 
for 
San Diego where he will be in school 
for a couple of months. 


Chas. 
Peterson 
left Sunday for 
San Francisco. 
r 


J. G. Thomas left 
Tuesday 
for 
San Francisco, where his wife Is 
seriously ill. 


S. W. Vaughan of Healdsburg is 
here visiting his son B. W. Vaughan 
and wife. 


Miss Veda Hurt returned 
home 
from San Francisco Sunday. 


Will Fraaler was on the 
south­ 
bound passenger train Monday. 


Arthur Blggar left Tuesday morn­ 
ing for Llvermore. 
He 
will 
also 
visit his family in San Jose while 
away. 


Louis Hutchison and Bert Dob­ 
bins left Tuesday for Sacramento. 


Miss Veva Luce returned to her 
home In Uklfth Tuesday. 


Leo O'Ferrall met with a painful 
accident the first of the week. 
He 
cut his foot with an axe. 
Dr, Oe- 
hom removed several piecee of bone 
and took nine stitches in tbe wound, 


Tbe White Cross Circle will meet 
tomorrow aftontooQ at tbe bdme ot 
Mrs. aiunz, 
. . 


Grammar school opened Tuesday/ 


(Winitfl News) 
WILLITS, March 15—Mrs. P. W. 
Whlted, one of the most prominent 
and beloved citizens of this com­ 
munity, pa«i!ed away at her homff 
on Mendocino strfeet eiarly Monday 
morning after a brief Illness, which 
developed Into pneumonia. 
Besides 
her father and mother Mrs. Whlted 
Is survived by her husband, W. F. 
Whlted, who Is assistant postmaster 
here and to whom she was married 
In 1914; two boys, Lloyd, aged six 
years and 
Francis, aged 
two 
and 
one-half years; two 
sisters, 
Mrs. 
Grace Moran of Long Beach, Mrs. E. 
H. Camer of Wllllts, and a brother, 
Ernest Taylor of Eureka. 


Six youths were take ninto cus­ 
tody here on 
Tuesday 
afternoon 
charged with misdemeanor 
offenses 
for taking possession of a box car 
on the Northwestern Pacific railway 
at Longvale and building a fire on 
the floor of the car. 
Upon the com­ 
mand of the agent at Longvale to 
leave the car the young men 
are 
said to have refused to comply. It 
being charged that three ot 
them 
left only at the point of. a pistol. 
The 
prisoners 
were 
arrested 
by 
Constable 
Whltcomb, 
of 
Willits, 
and Railway Dectective 
Bannister 
and brought before Judge Whitney 
for a hearing, 
l^our of the group 
who gave their names as C. H, Cot­ 
ter, 
L. Steerne, J. .Smith and A, 
Maso were discharged and 
permit­ 
ted to leave Willits in search 
of 
work while three others, J, J, Mach- 
esky, L, B9Werson and 
J. 
Lawb, 
were sent to the 
county 
jail 
in 
Ukiah for a period of thirty days. 
The 
quarantine 
put into effect 
here recently by the Wllllts board 
of health, ordering all public gath­ 
erings to be discontinued on account 
of the prevalence of the Influenza, 
was raised on Wednesday, so im­ 
proved were conditions found to be, 
Willits doctors state that there has 
been a considerable decrease in the 
number of cases of the 
Influenza 
here and frankly state that the sit­ 
uation is well under control. 


Mrs. 
George 
Rellly, 
mother 
of 
Mrs. Edward Morris, of the Wood­ 
land Ranch, la a 
patient 
in 
the 
Northwestern 
hospital, where 
she 
is recovering from painful 
injuries 
sustained last Wednesday afternoon. 
Mrs. Rellly was leaning upon 
the 
railing 
which borders the second 
story porch of the Morris home and, 
when this support gave way, fell to 
the ground, a distance of ten feet. 
In the fall Mrs, Rellly strained her 
back severely and broke the bones 
In both of her heels. 
She is now 
reported 
as having recovered from 
the shock, accompanying her painful 
fall, although it is not believed she 
will be around for at 
least 
two 
months. 


W U E S T E R - 


Or-THE-SEA 


nU.SHIAN flULCH SHIP 


PIIIM IN BUSINESS 


,\L>IOST r.VHKARD OF 


• GH.APE OFFER IS MADTC 


The grape growers of the Clover- 
dale section can now contract their 
grape crop 'for 
192; 
Seventy-ave 
dollars a ton lias been offered 
for 
Zinfaiidels in the Cloverdale section, 
with no takers, 
Richard B. Hall, 
representing tlie Pioneer Fruit Co., 
has offered growers this price, Tliis 
is considered a remarkable price :it 
a time when the vines are only in 
bud. 
However, growers are not in­ 
clined to contract now, as they do 
not 
know 
what 
the 
season 
may 
bi'ina forth. 
For instance, they say, 
there might be a small crop or a 
frost which might result in sending 
prices still further ahead. 


But seventy-five dollars a ton for 
grapes, offered in March, does loon 
good to the vineyardists. 


Miss Frances Thompson has re­ 
turned to her home in this city after 
an extended visit in the southern 
part of the state. 


Make up your mind that you are 
going to let Wagar 
develop 
your 
next roll of Alms, then 
you 
will 
know why I am blowing about my 
work. 
I specialize. 


PACIFIC Plumbing Fixtures 
are guaranteed to give a life­ 
time of satisfactory, service— 
and they do. That's why we 
recommend them. 
Our reputation for 
quality 
work and reasonable rates is 
well established. Come in—or 
'phone and we will gladly call. 


See SAM VmUSMAti 


COX HAtoWMOS 00. 


MANCHESTER, 
March 
12.—Mr. 
Cooksley of San Francisco made a 
trip here In the interest of the Wes­ 
tern Meat Co. 
Mr. Newman 
and 
Gussie Jahnlgan took htm to Green­ 
wood on his return home. 


Dr. A. C. Huntley, 
accompanied 
by Mrs. fil'wood Kendall, went to 
San Francisco last Tuesday. 
Mrs. 
Kendall will enter the St. Francis 
hospital for treatment. 


Alfred Kendall left early Tuesday 
morning for San Francisco. 


W. Randall spent se^-eral days In 
Santa Rosa, 
returning 
Saturday. 
Mrs. Randall met him 
at 
Green­ 
wood. 


The family of Herb Bishop are all 
doWn with the flu. 


Mrs. 
C. W. Reinking, of 
Point 
Arena, is visiting in Oakland and 
other places. 
Miss Bertha Halliday 
accompanied her to San Francisco. 


The family of Si McMiilen are all 
sick with the flu. 


The editor of the 
Point 
Arena 
Hecord, P. A. Vallandigham, is on 
(lie sick list. 


Born, March 8, 1922, to the wife 
of Jimmie Biaggi, a daughter. 


Saturday all the hills were cover­ 
ed with anew, the heaviest fall we 
have seen in years. 
It was beautiful j 
for those who had never seen snow, 


N, P, Howe of Point Arena wa,i 
a Manchester caller Sunday, 


Mrs, Mary Caughoy spent a few 
(lays in Jtanchoster tlii.s week, 
I 


I'ostmaster C, W, Keinking and I 
son 
Robley, of I^oiiit .Arena, were j 
calling on friends Sunday at 
Man-j 
Chester, 


Tho big blue gum trees in front 
of 
the Sherwood house are 
bolug 
felled and cut Into firewood,- 
They 
are an old land mark, having been 
planted over fifty years ago by A. 
J. Palmer, 
They had grown so big 
they were considered 
dangerous. 


The Manchester school is closed, 
there being so many sick with the 
flu it was thought best. 


(Beacon) 
Victor Hclgas, who recently pur­ 
chased an Interest In the Russian 
Gulch wharf and the steamer Mae 
Hyman, made thi^ office a pleasant 
call the fore part ot the week. Mr. 
Helgas has taken up his residence 
at the OuJch and will have charge 
of that end of the busineea. 
The, 
Hytnan brought In a cargo of freight 
the first of the week, 
which 
was 
distributed to coast points from this 
place to Fort Bragg. 
Later In the 
season It Is Intended to 
have 
the 
steamer 
make two trips a week. 
She will have outbound cargo short­ 
ly in the shape of fir logs for ship­ 
ment to Oakland, where they will be 
manufactured Into berry boxes. 


NOTICE TO BIDDERS 


PRBBBYTPJIIAN CHtlRCH 


Rev. W. W. Breckenrldge, 
Pastor. 


Morning service, 11 a. m. 
Sub­ 
ject: 
"Is There Anything in Pray­ 
er?" 
Sunday school, 10 a. m. 
C. 
E, meeting, 7 p. m. 
Mid-week ser­ 
vice Wednesday evening. 
All are 
cordially invited. 


Miss Nell Conrad, a teacher in 
the Ukiah high school, was among 
those reported seriously ill with in­ 
fluenza 
the past week. 


R. J, Presleigh was convalescent 
this 
week following an attack of 
flu. 


NOTICE 
IS 
HEREBY 
GIVEN 
that sealed bids will be received by 
the Clerk of the Board ot Super­ 
visors of the County ot Mendocino, 
at his oltiCB In the court house In 
Ukiah, In said Mondocino county, 
until ten o'clock A. M. on Tuesday, 
April 11, 1&.22, for the construction 
of section Two East End Nash and 
highway Rtiad, according to here­ 
inafter mentioned plans and specl- 
flcations. 


All bidders are required to ac­ 
company their bids with a certified 
check for ten per cent of the amount 
bid to be returned to unsuccessful 
blddci-8 and to the successful bidder 
upon him signing and delivering a 
bond with good and sufficient sure­ 
ties for the good and faithful 
per­ 
formances of the work and for the 
payment of work, materials,' 
men 
and laborers ond said bond to be 
conditioned also that the bidder will 
keep fully 
insured all 
employees. 
Plans 
and 
speciflcations 
of 
thl« 
work are on file in the office of said 
board of supen'isors to which bid­ 
ders are hereby referred; the board 
of supervisors reserves the right to 
reject any and all bids. 


HALE PRATHER, Clerk of said 
Board of Supervisors. 


By M. A, CARPENTER, 
Deputy 
Clerk, 
24-2r 


AVagar, 
Photo-Finishing 
Special­ 
ist. 
Best work. 


i^Irs, Hurt, who has been seriously 
ill with influenza, was among the 
convalescents this week. 


H, H, Hart, of the Hotel Cecille 
buffet, has been ill the past week 
with the flu. 


Right Now. 


IS 
THE 
TIME 
TO 
PRESERVE 
YOUR EGGS WHILE THE PRICE 
IS LOW. 
WE HAVE A 
FRESH 
SUPPLY OF WATER GLASS THE 
BEST EGG PRESERVER ON THE 
MARKET. 


GIBSON'S PHARMACY 


YOUR DRUG STORK 
E. B, GIBSON, Pi-op. 
COR. STATE and STAXDLEY ,ST. 
U K I A H , 
CAIJ 


The NEW 


TANK-TVPB 
TRACT^ 


is here 


—a New Standard in 
Tractor Building at 
a Rock-Bottom Price 


H 
ERE'S the tractor and the tractor price 
every farmer in this community has been 
waiting 
for—a 
tractor 
with 
a 
wider 
range of usefulness—a tractor that is une4ual- 
led for simplicity of design and strength of 
construction—at a price that is right in keeping 
with the downward trend of all prices today. 
No one else can offer you any kind ot tank- 
type tractor at as low a price! 


The new Cletrac offers ^ o u 
the most 
ad­ 
vanced crawler-type construction plus a tractor 
that cutlivates In addition to doing all farm jobs 
—a tractor with working parts subject to wear 
made of chrome steel—with only one place to 
oil and no grease cups—so simply designed that 
you easily and quickly take care of It yourself. 


Come in today and see this New Cletrac— 
you'll have to see It work to get any adequate 
idea of its sturdiness and power because Cle­ 
trac " F " is an entirely new development In the 
tractor Industry. 
We'll be glad to demonstrate 
at your convenience. 


We Announce 


Price 
Reduction 


Old Price $895 
New Price 
735*' 


Delivered anywhere In 
Mendocino and Lake counties 


"!fO"LTON BROS. 
303 S. STATE STREET 
PliOBe 49 
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March 4 , 1 0 2 2 . 
PATENT:— 


United Stales to Susane & Slsto 
Segal, dated Dec 15 1921. 
Lot 6 of 
Sec 21 T 22 NR 13 W MDM. 
DEEDS:— 


Slsto Segal to Susane Campbell, 
dated Feb 28 1922. 
All his right, 
title and interest in Lot 6 Sec 21 T 
22 NU 13 W MDM. 


Alice 
Emmons to Bank of Wll- 
llts. 
Lots 4 and 5 In Dlk 18 of 
Northwestern Addn to WllUts. 


Bank of Wlllits to E B Johnson, 
dated Feb 16 1922. 
Same jiroperty 
as in last above deed. 


Montezuma Imp Co to R L and D 
« Hooper, dated Feb 3 1922. 
S\V»4 
of NE14 of NEiA of Sec 16 T 23 NU 
15 W M D M . 
DECREE QUIETING TITLE: — 


Lulu H Holtze et al plfts vs Mack 
Howard, 
as adnir etc et al, dated 
Feb 11 1921. 
Quiets title in Lulu 
H Holtze and Everett C Cox in and 
to 479.66 acres of land In Lot 99 of 
Yokayo Rancho and to 168.24 acres 
in Sec 2 T 15 NR 12 W MDM. 
MORTGAGES:— 


Frances Ann Kirchoff et vir to W 
A Chapman, dated Sep 23 1921. Lot 
100x180 feet In Town of Westport. 
$300, 6 months, 10 per cent. 
Prop­ 
erty at or near Caspar $1890.88, 1 
vear, 7 per cent. 
CHATTEL MORTGAGE:— 


.7 H Stark to R L Cleveland, dated 
March 4 1922. 
One Ford touring 
car, 1921, license No 146452. 
$106, 
payable April 7 1922, 7 per cent. 


HONORABLE DISCHARGE from 
'V S Naval Reserve Force of R E 
Connolly, dated Sept 30 1921. 


aini-ch 0 , 1 9 2 2 . 
PATENT:— 


United States to Ford! S Hawkins, 
dated June 16 1921. 
Lots 13, 14 
and 155 of Sec 5 and Lot 16 of Sec 4 
T 24 NR 14 W MDM. 
DEEDS: — 


Montezuma Imp Co 
to 
Estrella 
Ranch Corporation, dated March 1 
1922. 
5000.19 acres more or less 
near Nashmead subject 
to 
Mort- 
atages as follows: 
Mortgage for 
$14,000 recorded in Book 
91 
of 
^Mortgages at page 19 and Mortgage 
for, $2500 recorded in Book 91 of 
^fortgages at page 167. 


Montezuma Imp Co to Lawrence 
A Hirsch, dated Oct 20 1921. 
N14 
of NWVi of NB14 of Sec 4 T 22 NR 
14 W MDM. 
Montezuma Imp Co to William F 


Ritcher, dated Dec 7 1921. 
NW>4 
of SWVi of SEhi and NVfe of N W 1 4 
OP SKV* of Sec 19 T 23 NU 14 W 
MDM. 


Montezuma Imp Co to Helen Ev­ 
ans, dated July 20 19.21. 
NE% of 
S W J 4 of SE14 
of Sec 19 T 23 NR 
14 
W MDM. 


Montezuma 
Imp 
Co to Frank 
Karasek, dated Feb 3 1922. 
NWVi 
of E% of Lot 10 Sec 3 T 22 NR 14 
W MDM. 


Montezuma Imp Co to G A Rob- 
ison, dated Sept 20 1921. 
NW^4 of 
of Lot. 1 Sec 4 T 22 NR 14 W 


MDM. 


Montezuma Imp Co to G A Rob- 
ison. dated July 14 1921. 
SW% 01 
of Lot 1 Sec 4 t "22 NR 14 W 


>IDM. 


A A Piper et ux to Robert Wright 
«t ux,*dated March 4 1922. 
Prop­ 
erty In Blk 10 in Wagenseller's Sec­ 
ond Addn to TJklah. 


MaiT Alice Rush et al to W A 
Coleman et ux, dated March 4 1922. 
Part of Lot 1 of Charles Luce's -Subd 
of Lot 85 of Yokayo Rancho. 


Ford S Hawkins to Mone Lohne, 
dated March 4 1922. 
Lots 13, 14, 


15 of Sec 5 and Lot 16 of Sec 4 T 
24 NR 14 W MDM. 
DECLARATION OF TRUST: — 


Charles A Eddy to Eddy Bros & 
Co., dated Dec 2 1907. Declares that 
tJie legal title to certain lands in 
Sees 3, 5, 7, 8. 9. 10, 17, 18, 19, 
20, 21 and 30 T 21 NR 16 W MDM 
is held by said Charles A Eddy In 
trust for Eddy Bros & Co. 
l^EED:— 


. Eddy Investment Co et al to Kd- 
dy Bros & Co Ltd., dated Sept 21 
1'922. 
Coivyeya property covered by 
jjbove DeislkVation of Trust. 
^lORTGAGES:— 
• 


. W A Coleman et ux to Lona M 
Barnett, dated March 4 1922. 
Part 
of Lot 1 of Chai'les JiUce's Subd ol 
liot 85 of Yokayo Rancho. 
$;500, 
18 months, 8 per cent. 


R J Prealeigh et ux to George A 
Jphnson, dated. Feb 27 1922. 
Lot 
on east Bide of North Main St in 
Cklah. 
i7Q(S, 3 years, 7 per cent. 
• ASSIGNMENT OF MORTGAGE:— 
R J Presleigh et ux to Geo A 
^fphnson, dated Feb 27 1922. 
As­ 
signs Mortgage dated Nov 8 1920, 
executed by Peter M Miller et ux 
and recorded- In Book 8'9 of Mort­ 
gages at p^ge 3. 


SILLS OF SAL^:— 


Ford a I^ftvltins to WEons Lob;te, 
(Jlated MaircJi i i9;?2. 
1.5JL ^ o w ^ , 1 
ops, 
88 turkeys and all pther farm­ 
ing tools and Implements tlUfi' day 
>|e«45e<| to i^ons liiptH*© l^y Eord S: 
Hawkins. 


Montezuma Imp Co 
to 
Estrella 
Ranch Corporation, dated March 1 
1922. 
207 head of cattle, Including 
cows, steers, heifers and calves. 
18 
head of horses. 
300 head of hogs 
more or less located on 
what 
Is 
known as Baker ranch in Twps 22 
and 23 NR 14 W and Twps 23 and 
24 NR 15 W MDM. 
HONORABLE DISCHARGES FROM 
UNITED STATES ARMY: 


Discharge of John Leslie Allen by, 
dated Nov 29 1918. 


Discharge 
of Harold P Gibson, 
dated June 4 1920. 


March 7, 1 0 2 2 . 
PATENTS:— 


United 
States ' to 
William 
R 
Mitchell, dated Feb 12 1921. 
SW«/i 
of NW% and NWV4 of SW'/i of Sec 
14 T 22 NR 16 W MDM. 


State of California to Mrs Emma 
P 
Meneray, dated March 1 1922. 
E'/4 of SEVi, 
NW14 of SE14 and 
Lot 18 of Sec 2 T 12 NR 14 W MDM. 


United States to Joseph B King, 
dated July 3. 1897. 
Lots 5, 6, 11, 
and 12 of Sec 3 T 23 NR 17 W 
MDM. 


United States to Eva M King, da­ 
ted Jan 26 1898. . Lot 16 of Sec 2 
T 23 NR 17 W MDM. 


United States to James 
Taylor, 
dated July 27 1904. 
Lots 5, 6, 11 
and 12 of Sec 2 T 23 NR 17 W 
MDM. 


United States to George Dean, da­ 
ted May 4 1894. 
SWVi of Sec 2 T 
22 NR 13 W MDM. 
DEEDS: — 


Mrs Leiia E Brown et vir to u 
Vambot, dated March 1 1922. 
6.50 
acres being a part of Lot 95 of Yo­ 
kayo Rancho. 


Emma K Norgard to Chris Nor- 
gard, dated March 4 1922. 
10 acres 
being a part of Lot 91 of Yokayo 
Rancho. 


George Smart to F A Lawrason, 
dated Feb 17 1922. 
Lots 9, 10 and 
11 in Capell's Addn to Wiliits. '= 
MORTGAGES: — 


John Jezyk to The 
Fort 
Bragg 
Commercial Bank, dated 
March 
2 
1922. 
Lot 23 Sec 8 T 18 NR 17 W 
MDM. 
$150, payable Sept 2 1922, 
per cent. 
Chris Norgard to Savings Bank of 
Mendocino County, dated March 7 
192 2. 
Property 
as 
follows: 
10 
acre.H in Lot 01 of Yolcayo Rancho 
and also certain property in Lot 69 
of Yokayo Rancho. 
$3000, 1 year, 


per cent. 
RELEASE OI'" MORTGAGE: — 


Little Lake Land Co (Assignee, 
to Fred Bahn, dated Feb 17 1922. 
Releases Mortgage recorded in Book 
7 3 of Mortgages at page 179. 


HONORABLE DISCHARGE from 
U S Army of William N Main, dated 
July 15 1910. 
LIS PENDENS: — 


Andrew 
R Johnson 
vs 
Geo M 
Roach, as admr of estate of Charles 
G Stream, dated March 7 1922. Ac­ 
tion to foreclose mortgage recorded 
in Book 77 of Mortgages at page 
235. 
Property dascribed as Lots 7, 
9, 10 of Sec 5 T 24 NR 17 W MDM. 


Mrti-ch 8 , 1 0 2 2 . 
DEEDS: — 


B F Eddy to Samuel N Jackson, 
dated March 2 1922. 
24 acres iii 
Sec 30 T 15 NR 12 W MDM. 


Montezuma Imp Co to M Broedel, 
dated Feb 18 1922. 
S% 
of NE>4 
of NW»4 of Sec 34 T 24 NR 15 W 
MDM. 


John L Alienby et ux 
to 
Asa 
Smith et ux, dated March 7 1922. 
Lot at corner of Oak and Scott Sts 
being 60 ft on Oak St and 72 ft on 
Scott St in Ukiah City. 


Asa Smith et ux to John L Alien- 
by, dated March 7 1922. 
Lot in W 
side of N School St between Scott St 
and Ruddick Ave in Ukiah City. 


Henry S Bridge et ux to Security 
Bank & Trust Co., dated Feb 27 
1922. 
Lots 3 and 4; S»^ of NWVi 
of Sec 3; T 21 NR 14 W MDM. 


I 0 0 F Lodge No 174 of Ukiah 
to Mrs J F Layman, dated March 1 
1922. 
N E ^ of Lot 8 in Blk IV in 
Odd Fellows' Cemetery near Ukiah. 
AGREMENT FOR SALE AND PUR­ 
CHASE OF REAL PROPERTY:—' 
Anifeline Hurd and C G Elliott, 
dated Defc 5 1921. 
Lot 21 of Sunny- 
side Addn to W I U U B . 
MORTGAGES:— 


John L Alienby et ux to Mrs R R 
Thompson, 
dated 
March 7 1922. 
Lot on W side of N School St Wt 
Scott St and Ruddick Ave In Ukiah. 
$4500, after date (no tlnie given) 
7 per cent. 


Samuel N Jackson to Savings Bk 
of Mendocino County, dated March 
6 1922. 
24 acres In Sec 30 T 15 NR 
12 W MDM. 
$800, 1 year, 7 pel" 
cent. 


J A Ford et al to The Fort Bragg 
Ceramerclal 
Bank, dated March 7 
1922. 
16 acres in Sec 11 T 14 NR 
15 W MDM. 
Also NW% of NW^i 
and N% of SW% of NW^A of Sec 12 
T 14 NR IB W MDM. 
Also 20 and 
4-10 acres In Sec 11 T 15 NR 1'4 
W MDM. 
$7500, 1 year, 7 per cent. 
LIS PENDENS:— 


Montezuma Imp Co 
vs 
Estrella 
Ranch Corporation, 
0 
D 
HiUman 
and Bessie Bjillman, dated March 8 
l | 2 2 . 
Suit to c w e l , annul and set 
aside that certain deed 
made 
by 


I Montezuma 
Imp 
Co 
to 
BStrella 
j]^!B,nolv Oorporatlon, and of record in 
Book 168 of Deeds at page 288 et 


Home Mnde Ijime-Siilplmr Spray 
The Farm Adlvsor conducted 
a 
spray 
making 
demonstration 
in 
Philo, Thursday, March 9th at the 
home of C. H. Clow. Mony of the 
orchardlsts availed 
themselves 
of 
this opportunity to learn whether or 
not it was possible to obtain effici­ 
ent spray material at less cost than 
that charged for like spray material 
by commercial concerns and 
their 
agents. 


The costs of twenty-five 
gallons 
of lime-sulphur spray made under 
prevailing conditions, and prices of 
material obtained in small quanti­ 
ties, are as follows: 


Sulphur, 24 pounds 
$1.70 


Lime, 25 pounds 
87 


2 hours 
labor 
80 


Wood 
10 


Interest and depreciation 
.05 
Total 
costs....$3.b2 


rooms in the basement of the pres­ 
ent classroon building. The largest 
of the rooms is to house the boiler, 
scouring vat, dryer skirt-table and 
storage space. The 
smaller 
room 
will be used as 
a 
laboratory 
and 
classroom for students. 


California 
has 
sheep 
scattered 
from the high Sierras to the Imperial 
Valley, which means that the sheep 
run under everj- known climate con­ 
dition and many types and breeds 
are necessary in order to cope with 
the 
situation. 
Sacramento 
Valley 
wool is entirely different from Men­ 
docino County wool. The new wool 
laboratorj' will secure data concern­ 
ing the physical properties of wool 
from different sections of the state. 


Will a sheep shorn twice a year 
pro^luce more wool than when shorn 
once a year? Is there any relation 
between the length of a fleece and 


An excess of nine pounds of lime, the age of the sheep it came from? 
was used owing to a 
considerable The University of California Farm 
quantity of the carbonate form t)emg 
present in the quicklime. The labor 
included the entire time of getting 


I hopes to be able to get the real fig- \ 
ures on these and many other prob- 


the material together and 
making 
the solution. Twenty-five gallons of 
excellent spray material testing 33 
degrees Baume was made, the cosi 
per gallon being 14 cents. Owing to 
tiie excessive cost of sulphur and 
lime and charge for labor in assem­ 
bling the material for the demon­ 
stration, the spray costs were con­ 
siderably increased. However, in fig­ 
uring the costs on the above basis, 
16 cents per gallon could have been 
saved by growers in making their 
own material. 


The growers have 
become 
%'ery 
much interested in the outcome of 
this work and in the future expect 
to establish a plant for making their 
own lime-sulphur solution for spray­ 
ing purposes. 


* 
HI 
* 
* 


\e>v Wool FiiilMirati-y To 
lie 
Con­ 
structed At The Vuivei-sity Of 
Califoi-nla Farm 


The establishment and equipment 
of the new wool laboratoo' at the 
University of California 
Farm 
ai 
Davis will soon be completed. Facil­ 
ities are to be 
had 
for 
securing 
small quantities of wool 
for 
the 
purpose of testing its* grease 
and 
dirt content. A modern electrically 
operated 
conditioning 
oven 
will 
make possible 
accurate 
determin­ 
ation of the moisture content of wool 
thus enabling 
all 
calculations 
of 
weights and shrinkage to be made 
on a bone-diT basis or upon normal 
moisture content of 16 per cent. 
The 
laboratory 
occupies 
t^O 


seq.. 
thereof 
conveying 
property 
consisting of approximately 5000.10 
acres near Nashmead. 
ASSIGNMENT OF MORTGAGE: — 
Guide Braccini to Domenlco Tri 
buno, dated Apr 20 1921. 
Assigns 
Mortgage executed by Curtis A Mil­ 
ler et ux and of record in Book 87 
of Mortgages at 
page 
3 52, 
said 
mortgage 
being 
dated 
March 
11 
1921. 


F J Wegner to Commercial Banit 
of Ukiah, dated Oct 17 1921. 
As­ 
signs Mortgage executed by W L 
Cunningham et ux and A D Goddard 
et ux dated March 25 1920 and of 
record in Book 86 of Mortgages at 
page 179. 
HONORABLE DISCHARGES FROM 
U S ARMY: — 


Discharge of Cyrus G Elliott, da­ 
ted July 19 1919. 


Discharge of Harold 
F 
Furrow, 
dated Jan 7 1919. 


March 0 , 1 9 2 2 . 
DEEDS: — 


Martha B Glazier to William Asa 
Smith et ux, dated March 8 1922. 
Lot E side of N State St in Ukiah. 


V A Lambert to Ada May Lane, 
dated Feb 15 1922. 
A portion of 
Lot 39 in Ukiah City. 


V A Lambert to Will 
Lambert, 
dated Feb 15 1922. 
A portion 01 
Lot 29 in Ukiah City. 
COMMISSIONER'S DEED:— 


G E Redwine (Commissioner) to 
Vera Wa,tBon;Vdated Feb 21 1922. 
NW% of SWV* of Sec 5. NEi4 of 
SEiA'of Sec 6 T 16 NR 12 W MDM. 
RELEASES OF MORTGAGES:- 


J F Westphalen to Humboldt anu 
N B Barnwell, dated March 6 1922. 
Releases Mortgage recorded la Book 
85 of Mortgagee at page 189. 


The Fort Bragg Commercial Bank 
to John Busoh et al, dat6d March 6 
1922. 
Releases Mortgage recorded 
in Book 88 of Mortgages at page 
42. 


Thomas Ellison et ux to William' 
E Eggers et ux, dated March 6 1922. 
Releases Mortgage recorded in Book 
85 of Mortgages at page 482. 
NOTICE OF SALE:— 


Sequoia Post No 96 American Le­ 
gion to J E Trigiierio, dated March 
7 1922. 
American Legion theatre 
conducted at Red Men's Hall Fort 
Bragg. 
PATENT:— 


United States to Otto 
Hawkins, 
dated' Jan 23 1922. 
Lota 3. 
8 
of Sec 19; Lot 13 of, Sec 18 T 23 NR 
16 W MDM. 


lenis when the new wool laboratory 
is ]mt. Into operation. 


Visiting flockmaaters will be in­ 
vited to inspect the new laboratory 
and offer suggestions regarding the 
work. 


Tiaclor Schttof f'litns Complete 
Actual tractor repairing and over­ 
hauling will be the main feature of 
the Tractor Extension School which 
is scheduled to be held in the Pavil­ 
ion on the old Fair Grounds in Santa 
Rosa for the week of April 24th to 
2 9th inclusive. 


This Tractor School is one or a 
series' which is being given by the 
University of California in various 
parts of the state. The enrollment 
is limited to sixty tractor owners 01 
operators, and 
the 
Instruction 
is 
given by three tractor experts from 
the -Agricultural Engineering 
Divi­ 
sion of the College of Agricultur..\ 


Students will be 
kept 
busy tii\- 
hours a day in repair work, trouble 
finding, magneto study and timmn;. 
etc. Two hours each day are devoted 
io lecture-demonstrations by Mr. E. 
J. Stirniman, Agricultural Engineor- 
Ing Extension Specialist, whu !.s in 
charge of the schools. 
Over 
tiireo 
thousand dollars worth 
of 
tools, 
tractor parts, models, etc. will be 
used at this scliool. 


Those wishing to .obtain further 
information 
may secure a de.scrip- 
tive folder from Mr. H. A. Welnlanil 
Farm Advisor, Court House, Sanr.-i 
Rosa. 


An enrollment fee of two dollarK 
Is charged, which is the only charge 
connected with the course. Enroll­ 
ments are coming in rapidly, so do 
not delay, if you expect "to attend 
this school, but send In your enroll­ 
ment fee at once to M. Weinland. 
« * * « 
Wlllits Farm Center 
The Wlllits Farm Center meeting 
was held in Sawyer's School, Marc;i 
8th, with President Clow presiding. 


Committee on Center Hall report­ 
ed that 36 farmers had been inter­ 
viewed for subscriptions to the new 
hall, 34 of whom responded freely 
Donations are coming in rapidly and 
steps toward the construction of the 
building are expected at 
an 
early 
date. 


Committee on roads reported that 
a new road is being planned for the 
lower end of the valley, connecting 
the West end of the North road a- 
cross the valley, with the State high­ 
way. The Center is woi-king on re­ 
routing the detour from the Star" 
highway between Calpella and Wl*- 
llts to pass through Potter valley 
and Tomkl rather than through Red­ 
wood valley. As the summer ti-afiic 
is composed largely of tourists, this 
would afford 
an 
opportunity 
for 
travellers to see a gi-eater portlo:» 
of Mendocino county: The repair on 
this road would be permanent and 
a benefit to the Northern farmers 
for years to come while the routing 
through Redwood valley would be 
of little permanent benefit to the 
county after the opening of the high­ 
way. 


• « « * 


^ 
Rtuige Pi-bspects 
The plentiful rains will insure a 
bountiful grass supply 
throughout 
Mendocino county. The season has 
been late and there has been some 
stock losses in the 
mountain 
dis­ 
tricts particularly with lambs owing 
to the snow. The ranges are now un­ 
der normal but with occasional pre­ 
cipitations they will soon be normal. 


* « * * 


J. G. Newman who was recently 
operated on for appendlcltus has re­ 
covered remarkably early 
and 
ex­ 
pects to be out of the hospital Tues­ 
day or Wednesday of 
this 
week. 
His friends will be glad to see bim 
about agaiii. 


WRKLEYS 


This new 
sugar-coated 
gum. delights 
young and old. 
It "melts in your 
mouth" and the gum in the 
center remains to aid digestion, 
brighten teeth and soothe mouth 
and throat. 


There are the other WRIGLEY 
friends to choose from, tooj 


REDWOOD VmiEY HOPUIIID K 
« I I D T E S 
DF PAST WEEK 


Ask any of the large photo sup­ 
ply hbuses in San Francisco who 
has the best equipment in Northern 
.Gftliforoia. and they wlU tell you, 
•^agar. 
S^ectolist, 
Vkm. 
Best 
wbrlc always. 
, 


REDWOOD VALLEY. March 15. 
— Mrs. E. B. Watson entertained the 
Thimble Bee last Thursday at the 
first meeting of the year. 
Twelve 
ladies were present and a very en­ 
joyable afternoon is reported. 


The 
snow 
Saturday 
delighted 
young 
America. 
Snow 
men 
and 
snow 
balling 
were much" in evi­ 
dence. 


Fred Finne was numbered among 
the flu victims last week. 


Clifford Smith has replaced 
his 
old rail fence in front of his nop 
kiln with a neat wire fence. 


It is reported O. P. Weils has 
sold 40 acres of his land. 


Work is progressing satisfactorily 
on the new school building. 


Grandma Finne has the pneumon­ 
ia, following an attack of the flu. 
Her 
condition 
is 
vei-y 
serious. 
Grandpa Finne is quite sick too. 


Mrs. 
Richard Nieml is convales­ 
cent after being confined to her bed 
for five weeks with the flu. 


The little daughter of Mr. and 
Mrs. A. Hietala is quite sick as a 
result of a relapse following an at­ 
tack of the flu. 


Dick Carter is another flu victim. 
He has been sick for several weeks. 


With the advent of 
spring 
the 
Redwood valley Grangers are turn­ 
ing their attention to a 
series 
of 
plays, which will be staged in the 
Grange hall. 
The first play, entitled 
"In Old New England" 
a 
rural 
drama, will be staged one^ week 
from Saturday evening, March 25. 
Next in the series Is a farclal drama 
"Better Than Gold." 
Last but not 
least comes the comedy, "All Tang­ 
led Up." There are different actors, 
different 
costumes 
and 
different 
scenies in every play. 


The 
Farm Bureau held a very 
Interesting and instructive meeting 
Tuesday night. 
Prof. Fulkerson of 
the Ukiah high school gave a very 
instructive talk on teaching 
agri­ 
culture in the high 
schools. 
The 
center passed a resolution favoring 
the addition of agriculture to the 
curriculum 
of 
the 
Ukiah 
bJgh 
school. 
Farm Advisor Mysska gave 
a fine talk on the purple aphis and 
how to control them. He also touch­ 
ed on tubercular testing of cows 
spray deihonstrations and "project 
work in the various centers. 


I Houryi^o 12; 2 to 
P1IOBB*200S 


HOPLAND, March 15.—Mrs. Ger- 
aldine Haley went to San Francisco 
Friday, 
returning 
Sunday with a 
new Nash Four. 


F. F. Baiihache made a business 
trip to Healdsburg the fii-st of tne 
week. 


Mrs. 
Ida Henderson 
spent 
the 
last week-end with relatives here. 
Mrs. Henderson has accepted a posi­ 
tion as principal in one 
of 
the 
schools in Haywards. 


Mrs. E. L. Williams went to San 
Francisco 
Friday, 
where she re­ 
mained for several days with her 
little son John who is in the Lane 
hospital. 


Mr. and Mrs. Gus Grant of Olo- 
verdale motored up from 
Clover- 
dale for the day Sunday. 


Mr. and Mrs. J. P. Bayes were 
visitors to Santa Rosa Tuesday. 


Miss 
Janice 
Church spent the 
week end with her sister in Santa. 
Rosa. 


Mr. 
and 
Mrs. 
Clendenin 
left 
Tuesday for San Francisco 
where 
they 
will 
visit 
for a couple of 
weeks. 
Mr. Clendenin 
will 
also 
make a trip to the San Joaquin val­ 
ley. 


Miss 
Elsie Holmberg spent the 
week-end In San Fi-anclsco. 


Mrs. Georgia Doty was a visitor 
to Ukiah Wediiesday. 


Mi's. Fred Baiihache went to San 
Francisco Friday 
for a few days' 
visit. 


Mrs. S. E. Brookes motored 
to 
Ukiah Wednesday for a short visit. 


E. 
L. Williams was a business 
visitor in Ukiah Monday and Tues­ 
day. 


Mi'8. 
Wm. Ornbauu returned to 
her home in Ukiah Monday 
after 
several weeks' visit with^ her sister, 
Mrs. E. L. Williams. 


LOCALS 


may go up any day. 
Better 
get our Water Glass to 
preserve 
some. 
Mohis & LeBby, D r n ^ i s t s . 


D. B. Hotell came down from aia 
Cold Creek ranch on business Tues­ 
day. 


Does Wagar do your Kodak Do- 
veloping? 
' Mr. and Mrs. Nick Cooking oam« 
in from their home on the Booat- 
ville road Wednesday on a hrl«i 
shopping trip. 


Geo. Finney has been in town on 
business' the 
past week fro&' tl^* 
I^ftle bounty 9«in|iaf Qo„> 
at Upper Lake, 
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SHORT ITEMS OF INTEBEST 


• PE 
ES 


LOCAL PEOPLE 


E. 
Estill, one ot Boonvllle's Well 
Isnown ranchers, came over to Uklah 
on a short buBlneas trip t h e early 
part of the week. 


Mrs. 
Ed Zimmerman, 
w h o has 
been ill with InfluenKa, was some­ 
what 
improved yesterday, but was 
still confined to her bed. 


Jack Drower, one of Potter 
val­ 
ley's prominent residents, and may­ 
or 
of that 
thriving burg, was In 
town on business ye«tei"da.y. 


J o e Thornton and City Clerk J. M. 
Thornton, of Potter 
valley, 
were 
a m o n g the prominent 
residents of 
Potter in town 
yesterday. 


•Roy Nelson, who has been dan- 
3.;(;rou8ly 
ill 
with 
influenza 
and 
pneumonin, is somewhat 
better at 
this writing. 


Hudnut's 
T l u w 
Flowers 
toilet 
Roods is our latest. 
A 
wonderful 


line of co.fnioflr.s. 
Uruggist.s. 


Clarence Ganter 
of the week 
from 
went to take charge of PeriT Law- 


son, 
wanted here on a bench war­ 
rant. 
He found 
Lawson and the 
Litter filed a bond for $1000 for Ms 
appearance in the local court when 
wanted. 


I>ou Hofman returned Wednesday 
from San Francisco, where h e 
went 
to 
take 
delivery 
of 
a 
fine n e w 
Prank)in car. 


Mrs. 
L. K. Van Allen was among 
t h e seriously ill the past week. 


Mrs. 
Lawrence Mustard, w h o has 
been ill for several days, continues 
to be confined to her bed. 


Mr. 
and Mrs. Sam Speer motored 
up from Santa Rosa the latter part 
of last week for a short visit with 
their daughter, Mrs. U a y Mustard, 
in this city. 
They departed 
again 
for home Sunday afternoon. 
They 
are 
located 
permanently in Santa 
Ttosa, where Sam is doing well in 


the. 
auto top business. 


Lynn, the son of Ally, and Mrs. 
A. L. Wessels, has been seriously ill 
the piist week. 


Tnnlac Ls still t h e popular tonic. 
W© Imve R MOW supply. 
MOITIS & 
LeKoy, Druggista. 


Mrs. 
Jack Smith was 
numbered 
among flu victims the past week. 


Mrs. 
S a m R a y w a s seriously 111 
the first of the week with what was 
thought to be mastoids. 
S h e was 
taken to San Francisco for special 
treatment 
yesterday. 


Jack Newman, well known Potter 
Valley 
rancher, w h o was operated 
on for a burst 
appendix 
several 
weeks ago, was able to leave the 
hospital the latter part of this week. 


I 
Mrs. Fred 
Patton, of this 
city, 
was called to Point Arena last week 
on account, of the serious illness of 
her mother. 


j 
When dealers promise you expert 
Kodak developing make 
them 
give 
it to you. 
Insist that Wagar 
does 
MoiTi.s & I/oRoy, ' yot"' work, and you will get it. 


Miss Johnson, w h o has been em- 
returned the fli"st ^ ployed by the First National 
bank 
N.apa, where he as an accountant for some months, 
will leave next week for her home 
at Valley Ford, Sonoma county. Her 
position in the bank will be taken 
by Mrs. Bunt Cox. 


Principal 
Fred 
Patton, 
of the 
grammar school has been ill with 
influenza the past week. 


The 
family of Arthur 
Moulton 
have been among the victims of in­ 
fluenza 
the past 
week. 


Harry Liorly was down from Eel 
river the early part of the week on 
business. 


Mr. 
and Mrs. J. P. Days and Mr. 
and Mrs. J. M. Hlckson, of Hopland, 
were among well known people In 
town last Monday. 


Chairman A. J. Fairbanks of the 
board of supei'visors 
came 
down 
from Willils the early part of the 
week to attend the session of the 
boaixl. 


BUYS CfTUBCH PBOFBItTY 


liOOATBD AT BOONVILLB 


MU.S. 
,1.A.MISO\ I.MPUOVING 


I. 
The condition 
of 
Mrs. George 
Mrs. 
E. W. Sprague, of Redwood i Jamison, w h o has been dangerously 


Valley, was in town on a short busi­ 
ness trip Wednesday. 


ill with influenza and 
pneumonia, 
was Slightly better yesterday. 


Qiamber of Commerce Activittes 


What 
proir.iKCs to be one of the 
iMOKt delightful entertainments giv- 
'•n tVius far by the new Chamber ot 
C<)nini<>rc(^ will be a Forum 
dinner 
i\\ ilie T'aluei' hotel on the evening 
of Alondny, Mai-ch 27. Tiie program 
will 
consist, of music, 
community 
singing, entertainment features and 
talks 
by 
local 
and 
out-of-towu 
SDeakers. 
The general 
theme 
the 
addresses scheduled 
will be: 
"Civic 
Beautifieation" 
whicli 
is 
prompted by the pre.sent 
campaign 
launched by the Chamber to slimu- 
Jate 
interest 
locally in the lilac 
planting 
campaign 
that 
has 
just 
been 
inaugurated. 


The principal speakjer of the eve­ 
ning' will be Jake D : Allen of San 
I'rancisro, who, it will be recalled, 
delivered one of t h e ' m o s t 
stirring, 
inspirational 
talks 
ever 
heard 
in 
Vkiah 
during 
the 
reorganization 
and meuiliersiiip campaiKn last No- 
VHinber at the civic dinner served at 
the Palace hotel. 


Other speukei's on the 
program 
will be Carl 
Purdy, omineut 
plant 
specialist and bulb grower, 
Charles 
Kasch and other.'; (o lie announced 
later by the comniittee.s in charge of 
ffK'nniliuing the details for (he pro­ 
gram. 
Tlio musical features of the 
occa.'-'ion will be hinh 
nias.s and of 
supei'lative merit. 


In order that as large a ci'owd as 
possible may be taken 
care of at 
the 
dinner, 
special 
baucjuet 
tables 
will bo provided by the hotel nmn- 
agement. 
Owing to the necessity of 
limiting the number of reservations 
that will be made, all persons desir­ 
ing to attend tlie dinner should call 
at tbo Chamber of Commerce office 
and obtain tickets as soon as pos­ 
sible. 
The entertainment 
will 
be 
run on a i i m e schedule 
beginning 
promptly 
at 
7:30 
o'clock. 
All 
guests 
will be expected 
to be in 
their places by 7:15 p. m. 
Some 
n e w and specially 
selected 
songs 


L. L. Hopkins, a well known real 
estate 
m a n . ot 
Boonvllle, 
ytaa a. 
county seat visitor 
yesterday. 
He 
has Just purchased the North Meth­ 
odist church property at Boonvllle 
and has sold the building to A. Far- 
rel. 
T h e latter Is moving It to a 
site adjoining the Live Oak Garage, 
owned by C. A. Tarwater, and will 
start a picture show. 


Mr. 
Tarwater has 
completed 
a 
fine 
garage 
at 
Boonvllle 
and is 
splendidly equipped to take care of 
the run this summer. 
His 
plant 
gives Boonvllle a garage that might 
well be the envy of many towns a 
great deal larger. 


AGED WOMAN HONORED 


ON OCCASION O P nUVTHDAY 


HOPLAND B A L L TOSSEI18 


ORG.4N1ZE; WANT 
GAMK 


The Hopland baseball 
team 
or­ 
ganized this week with a bunch ot 
husky tossers and are n o w looking 
for games with Ukiah, Foi't 
Byagg 
and Willits. 
The team is composed 
of the following: 


Catcher, McLaughlin; pitchers, G. 
Babcock, 
E. Pabcock, B. Metzler; 
first 
base, H. Brooks; second 
base, 
P. Graham; 
shoi'tstop, 
1. 
Myers; 
third base, L. Myers; left field, A. 
Henderson; center field, G. Sierck; 
right 
field, H. Phillips; 
subs, 
R. 
Huston and Having; manager, Dave 
Henderson. 


Complimentary to their 
mother, 


Mrs. 
M. B. Ogle, Mrs. J. C. Thomp­ 
son and Mrs. Louis Charlton enter­ 
tained at a surprise dinner last Sun­ 
day at the Thompson home. 
Those 
present were: 
Mr. and Mrs. J. C. 
Thompson, 
Mr. and Mrs. 
Louis 
Charlton, the Misses Marjorle, Ruth 
and 
Minnie 
Thompson, 
Carrol 
Thompson, 
Nellie and Pearl 
Ogle, 
Fannie 
Charlton, B. H. and J. O. 
Ogle. / 


WANTICD A BUSY LINE 


The man w h o had struck o n e of 
those 
rare 
not-so-very-prohbitlon 
parties and didn't want to leave it 
had made two unsuccessful attempts 
to get into the telephone booth, the 
third 
lime 
negotiating it like a 
ferry going Into a strange slip. 
H e 
dropped his nickel in. 


"H'llo, 
h'llo, 
h'llo," 
he *crled. 
'Say 
gimme 
Line's 
Busy, 
thassa 
good 
girl. 
H'llo, 
whassat? 
Lin's 
busy? 
A w right?" 
He staggered out. 
"Lord knows I tried to get her 
anyway," he murmured.—American 
Legion Weekly. 


LOCALS 


The W. C. T. U. will hold a food 
sale at Isbell's store tomorrow. 


The 
family' of Ed Sanford, w h o 
have all been 
ill with 
influenza, 
were cohvalescent the latter part of 
last week. 


10 per cent reduction on all di-ess 
and work shoes at A. E . Gnstafson's. 


Mr. and Mrs. W. T. Hall, of Lock- 
port, N e w York, 
arrived 
here t h e 
latter part of last week for a short 
visit with Mr. and Mrs. P. B. Mc- 
Kinney, Mr. Hall and Mrs. McKin- 
ney being brother and sister. 
Prev­ 
iously 
to coming here they 
spent 
some time in the southern part ot 
the slate. 
They are enjoying their 
trip West to the fullest extent. 


It you want the best work obtain­ 
able let Wagar do your Kodak De­ 
veloping and Printing. 
Tell 
your 
dealer. 


J. 
L. Rector and Frank 
Brown, 
ranchers 
from 
Anderson 
valley, 
were here on business yesterday. 


A. R. and James Johnson 
wore 
here from Boonvllle yesterday 
tak­ 
ing two truck loads of freight back. 


Jess Ginochlo, of Anderson, 
w a s 
seen in town yesterday. 


Frank H. Brown and son, Kent, 
were here from Anderson valley yes­ 
terday. 


F I R E M E N R E N O V A T E "GYM." 


The 
firemen's 
gymnasium is un­ 
dergoing a thorough renovation this 
week at the hands ot Dean 
Van 
Voast and Lee David. 
T h e Interior 
is being papered and painted and a 


number 
of 
minor 
Improvementfl 
will be made and the athletic para­ 
phernalia 
repaired. 


Austin Lord, cashier of the Fort 
Bragg 
Commercial 
Bank, 
was 
a 
Uklah visitor the first ot the week. 


SATURDAY 
SPECIALS 


UKIAH FREE MARKET 


Grapefruit, Sunkist. 
6 for 25c 


Lemons, Sunkist 
per doz., 25c 


Oranges, Fancy naval..per doz„ 60c 
Oranges, Fancy 
per doz., 36c 


Oranges 
_. per doz., 25c 


Cocoanuts, eacli 
15c 


Apples, Fancy Sebastopol, 


Rome Beauty, per box, 
$2.50 


Bell Peppers, per lb., 
30c 


Cabbage, per lb., 
3c 


Carrots, Turnips, Beets, 


per bunch, 
6c 


Artichokes, per dozen 
85c 


Celery, per bunch 
5c 


We have a number of other specials 


UKIAH FREE MARKET 
214 North State St., 
Next to Palace Hotel 


MRS^. 
TOIiES W I L L B E 
CANDID.'VTE FOR T R U S T E E 


will feature the community 
singing 
led by V. W. Giorno. 
Ranking with 
the principal address of the evening 
will be a talk by Carl 
Purdy on 
plant 
culture and its possibilities 
in Ukiah; 
partieulai'ly, 
lilac 
groAv- 


ing. 


Announcement has been made at 
I the Chamber of Commerce that the 
first shipment of French lilacs is e.K- 
pected for distribution the 
latter 
part of the present week or early 
next week. 
Carl Purdy on Tuesday 
of 
this 
week 
placed an order for 
one 
hundred 
plants 
with 
a 
San 
Jose nursery with the request 
that 
delivery be hastened as much an 
possible. 
Mr. 
Purdy is authoruy 
for the statement 
that 
lilacs 
U' 
properly 
cultivated 
will 
bloom 
in 
Ukiah 
during a protracted-period 
extending over several weeks. 


The plants will be sold at whole­ 
sale cost and will range in price, 
it is estimated 
from 65c to about 


85c; 
possibly, a little less. 
This is 
considerably 
less 
than the listed 
catalogue prices. 


Tile Ukiah Chamber of Commerce 
is collaborating with the Lakeport 
Chamber in petitioning the 
Staie 
Highway Commission and Governor 
Stephens to give early attention to 
(he paving of the Hopland-Lakeport 
highway. 
Local interest Is centered 
in this project as there are many 
tourists w h o come 
this w a y w h o 
would 
like to avail 
themselves of 
the scenic wo'iders of the Lake lu- 
gion. 
Such a highway also 
wouia 
stimulate 
interest 
among 
local 
automobile owners w h o would 
find 
a drive through Hopland to Lake- 
port, and thence around via Upper 
Lake and back to Ukiah over t h e 
UIciali-Tahoo highway 
would 
serve 
as 
an 
ideal 
short 
circle 
tour 
through California's scenic wonder­ 
land. 


Mrs. 
Martha Toles this w e e k an­ 
nounced 
her candidacy 
tor 
city 
trustee. 
She is well known to many 
Ukiah people, being active in church 
and 
club cii-cles. 
Her friends be­ 
lieve she would make a good trus­ 
tee and are backing her strongly in 
the 
belief 
that 
there should be a 
woman on the board. 


She has the assurance of much 
support, and will make a good race. 


H. U. SMITH W I L L F I L E D 


FOR I'KOIIATE YESTIOUDAY 


Through Thomas, Tliomas & Aic- 
Cowen, the will of t h e late H. B. 
Smith w a s filed for probate yester­ 
day. 
The widow is named as execu­ 
trix and is the sole beneficiai->'. 


The 
estate is appraised 
approx­ 
imately at $22,000 in the petition, 
and consists mostly of realty. 


MRS. 
JOE THOMAS ILL 


the 
the 


J. 
G. Thomas, 
cashier 
of 
Bank of Covelo, w a s in town 
latter 
part of last 
week en route 
home aft r a hurried 
trip to San 
Francisco whither he was called on 
account of the dangerous illness of 


Mrs. 
Thomas, 
whose 
condition 
neces.sitated a capital operation. 
He 
reported Mrs. Thomas as progress­ 
ing favorably w h e n he left the city. 


A Home at a Bargain! 


Until April tenth I can offer a strictly MODERN liome 
of t h o very latest design throughout at a special 
price. 
After that date the price will be advanced If not sold. 
Time can be allowed on a good portion of the price of 
this very excellent 
property. 


A n y one Interested In a beautiful homo should let me 
s h o w them this excellent property. 


C. A. BERNHARD 


Office in Pi-eston Building 
Uldfth, Oalifoniln 


George L. Busch was down from 
Potter valley the early part of the 
week, with his father, C. A. Buscn. 
They 
have, moved on the 
latter's 
ranch, one ot the best in Potter, and 
will nmke their home there. 


No. 
of Bank 287 


REPORT OF CONDITION 


Of t h e COMMERCIAL B A N K OP UKIAH at Uklah, California, as of the close of business on the 
10th (lay of March, 1 9 2 2 . 


RESOURCES 
Commercial 


Loans and Discounts (Excluding Rediscounts) 
15231,247.72 


Overdrafts 
1,075.17 


Bonds, Warrants and Other Securities (lucludlng 


Premium thereon, less .ill offsetting 
Bond 


Adjustment Accounts) 
ni.llS.OIi 


Bank Premises, Furniture and Fixtures aud Sate 


Deposit Vaults 
1,T,fi75.00 


Due from Reserve Banks 
(Excluding Item 1 4 ) _ _ 
n;!,352.04 


Actual Cash on Hand 
20,9l>5.0i» 


Checks and Other Cash Items 
5,34 2.55 


Other Resources 
G89.4G 


Total . . . 
.$3(57.495.9fi 


LIABILITIES 


Capital Paid in 
? 40,000.00 


Surplus 
20,000.00 


AH undivided profits (Less expenscB, interest and 


Taxes paid.) 
j 
7,018.73 


Deposits 
Due to Banks 
33,941.94 


Individual Deposits subject t o check 
220,351.04 


Savings 
Deposits 
\ 


Time Certificates of Deposit 
6,000.00 


Certified Checks 
183.65 


State, County and Municipal Deposits 
40,000.00 


Total 
$367,495.96 


TOTAL CONTINGENT LIABILITIES 


Interest Earned but n o t Collected ( n o t Included In 


Resources, or Liabilities 
? 
3,968.70 


Savings 


$239,995.00 


12,400.98 


Combined 


$471,242.72 
1,075.17 


61,148.93 


13,675.00 
33,352.04 
33,366.07 
5.342.55 
689.46 


$252,395.98 « 
$619,891^94 


10,000.00 
15,000.00 


2,110.74 


225,285.24 


$ 50,000.00 
35,000.00 


9,129.47 
33,941.94 


445,636.88 
6,000.00 
183.65 
40,000.00 


$252,395.98 
$619,891.94 


$ 
3,600.00 
$ 
7,568.70 


STATE OF CALIFORNIA, 


COUNTY OF MENDOCINO 


ss. 


knowledge and belief. 
Severally subscribed and sworn to before me by 
both deponents, the 10th day of March, 1922 
(^f^l) „ 
, 
J. R. THOMAS. 


Notary Public in and for said County of Mendo-' 
•clno. State ot California. 


W. P. THOMAS. 


President. 


A. D. SCOTT, 


Secretary-Cashier. 


Foster's Tuesday Specials 


SPECIAL—All Scrims, Draperies, Cretons, and 
Curtains at 20 per cent discount-Tuesday Only 


COMING! Watch This Space 


FOSTER'S GROCETERIA 


SATURDAY and MONDAY SPECIALS 
March 18th and 20th 


Breakfast llj\con, Faiu'y and Ijean- 


Mecl. Tins H«lnz's Cooked 
Spaghetti—Can.. 


Mod. 
Tins Holn/.'s Rlpo Olives—Can 
" 


No. 
2J6 Tins Columbus Tomatoes—Can 
7 
11c 
« 
GaUon Cn>i Awnour's Salad Oil—Can 


1 8 Oz. Cans Assorted Jams—Can 
Z 
Z 
- 
- 
80c 


Small Bottles L e a and Perrlns 
S a u c e — B o t t l e . . . . . . " o ! " 


W Oftl. Can Uncle Jolm's Syrui)—Omi.... 


I—Per Pound 
; 
...........85o 


naDAY DOUAR DAY 


^^arlous Aluminum Artlcle.9, Values to 


n.75, 
Friday only......^!,! 0 0 


DISPATCH-DEMOCRAT, UKIAH, OAL., FRIDAY, MARCH 17, 1922. 


STOP-LOOK-LISTEN 


Ladies'$1.50 Silk Hose . 
Ladies* $1.00 Sillc Hose 
. 
Ladies" 7Sc Lisle Hose 
. 
Ladies' 40c Cotton Hose 
Men's $1.00 Underwear . 
Men's 85c Work Sliirts . 
Men's Overalls 
. 
. 
. . 
500 China Plates, all sizes. 


$1.00 
79c 
50c 
28c 
70c 
65c 
$1.48 
12^c 


The Broken Dollar Store 


Opposite Poslolilce, Ukiah, Calll. 
R. Well, Prop. 


CONTROLLER COMPILES 


TAXATION STATISTICS 


Tho average cost to each resident 
jn Mendocino county will be $29.72 
jn taxes for the year 1921-1922, ac­ 
cording to the statement just issued 
by State Controller Ray L. 
Riley, 
whose department has been busy for 
^ome 
time compiling data on 
tas 
burdens. 
Mendocino county's total 
lax bill for the 
year 
1921-1922 
amounts 
to 
$717,699.00. 
Estima­ 
ting the population to bo twenty- 
lour thousand one 
hundred 
and 
Sfty, the per capita cost is $29.72. 


According to Riley, the tax levy 
includes the general county levy of 
5575,071.51 and a special and dis­ 
trict 
county levy of 
$113,367.01. 
The balance is made up of taxes for 
the City of Fort Bragg amounting 
to $16,623.30; Point 
Arena, 
$1,- 
:!19.58; Potter Valley, 
$3,030.31; 
Willits, $9,287.29. 


These amounts, according to Con­ 
troller Riley, will be augmented by 


certain other receipts from different j 
county sources and from 
moneys 
distributed to the different political 
subdlvlsloiis by the state, such as 
school moneys at the rate of $30.00 
per pupil; 
motor vehicle 
moneys 
collected in the county, one-half of 
which is returned for use on high­ 
ways. 


The 
highest 
per capita in the 
state is in Kern county, with $82.5 3 
and the lowest is Solano with $27.- 
45. 
Mendocino is 5th 
from 
the 
lowest among the 56 counties of the 
state. 


KOSaiOS CBUB MEETS 


The Kosmos club was entertaineo 
at the home of Mrs. W. B. Hagans 
Thursday 
afternoon of last week. 
The house was decorated with jon­ 
quils and quipce japonica and 
tea 
was enjoyed at small tables. 


A literary program took up 
the 
afternoon. 


ROY SCOUTS TO ORGANIZE 


HERE SATUROAY EVENING 


There will be a meeting to oi- 
ganlze a branch of the boy scouts at 
the city hall tomorrow evening. 
It 
is earnestly desired that the fathers 
and their sons turn out well to the 
meeting. 


Edward 
Pettis has consetned to 
serve as Scout Master and a Troop 
Committee, consisting of W. D. L. 
Held, Geo. P. Anderson, Will Van 
Dyke, C. M. Fulkerson 
and 
Fred 
Patton, has been elected. 
This com­ 
mittee met at the home of Rev. H. 
Judson 
Graves Sunday 
afternoon 
and organized. 


E. J. Duncan was reported very 
low last evening and but little hope 
is held out for his recovery. 


10 per cent reduction on all dress 
and work shoes at A. E. Gustafson'S. 


R. H. McConnell, a former 
resi­ 
dent of Calpella, died at the county 
hospital Tuesday. 
On the same day, 
Andrew 
Silven, 
formerly of Fort 
Bragg, also passe^ away at the In­ 
stitution. 


NEW SMALL DURANT GAR 
IS TO SELL FOR $348 


C. P. Smith and son, .Ukiah agents 
for the Durant car, 
whose 
show 
rooms are opposite the Victory thea­ 
tre, have received word to the effect 
that the three hundred and 
forty- 
eight dollar car which W. C. Durant 
promised three weeks ago that ,ie 
would unveil in Washington 
today 
Is on exhibition in the Connecticut 
Avenue showrooms of Harper Broth­ 
ers. 


The new product Is to be known 
as the Starr car, and is to be man­ 
ufactured by the - Durant 
Motors, 
.Inc. 
under contract with the Starr 
Motor 
Co., which control the dis­ 
tribution of the car in the United 
States and its possessions. 


The Starr car has created a great 
deal of Interest among those who 
have seen' It. 
They did not think 
that it was possible to build a cai 
which embodies so many features of 
the higher price classes to sell :n 
competition with the lowest priced 
cars heretofore on the market. 
li 
ha.s a four cylinder Continental Red 
Seal motor, and* the touring car is 
built to cari-y five 
passengers 
in 
comfort. 
Mechanical 
features 
in­ 
clude a disc clutch, selective sliding 
transmission 
with 
three 
forward 
speeds and reverse, Tlmken bearings 
in front and real wheels, togeiaer 
with a Tlmken axle, and Hotchklss 
type 
drive 
shaft. 
The 
"tubular 
backbone," an exclusive Durant fea­ 
ture, is Incorporated in the franie, 
giving strength and rigidity to the 
body. 


The body of the Starr car is full 
streamline 
design, 
with 
a 
high 
hood and slanting 
windshield. 
,\. 
will be produced In all popular mod­ 
els. 
It has seanlelllptio 
sprlnga, 
vacuum feed gasoline tank, and is 
electrically equipped. 


Since the announcement was first 
made, three weeks ago, ma.ny con­ 
jectures concerning the 
new 
car 
have been current throughout 
tho 
country. 
The Starr car, as was ev- 
pected, is something of a sensation, 
because it contains so many features 
that are not possessed by any other 
low priced car. 


Durant has promised quantity de­ 
livery by June first. 


W A N T A D S 


Ic a word 1 time; 2c for 3 times; 3c 
tor 6 times. Minimum ot 26 words. 


NEW THIS WEEK 


GRAND OPENING 
SPECIALS 


Today and Sat., Mar. 17-18 


For these two days wc arc going to sell the 
following items at these ridiculous prices: 


Ladies' Voile Blouses, each • • $1.00 
36 in. Indian Head, 5 yds. . . . 1.00 
18x36 Huck Towels, 6 for • . . 1.00 
Ladies' All-Over Aprons, each . 1.00 


A full line of the latest in Women^s and 
Children's Wear can always be found here 


We carry the following lines: Pictorial Review 


Patterns and Publications, Phoenix Hosiery, 


Merode Underwear, La Resista Corsets, 
Perky 


Peggy, Mina Taylor and California Maid Dresses 


Milady's Shoppc 
Phone 7 
(next to Palace hotel) 
Ukiah, Calif. 


FOR 
SALE—Petaluma 
incubator, 
250 egg size. Price $7.60. Apply 
Mrs. 
D. S. McKinley, on Asylum 
road. Phone 3-F-ll 
24-ltc 


FOR 
SALE—Fresh, young 
milch 
goat. 
Thoroughbred 
Toggen- 
berg. 
See Jack Dreyer. 


WANTED—A man 
and 
wife 
on 
stock ranch. Wife cook, man all- 
round 
work. 
Address 
T. 
W. 
Bonnifleld, Potter Valley. 
24-2tc 


FOR 
SALE—160 
acre 
mountain 
ranch, 7% miles from Ukiah in 
Pine Ridge district. 4 room house 
partly furnished, barn and sheds, 
farming tools, 1 horse, 1 cow, 15 
goats, 
chickens, 
turkeys, 
150 
fruit trees, 1 acre vineyard. Price 
$2800. Call, phone or write to I. 
H. Evans, P. O. Box 354, Ukiah. 
Phone 11-Fll 
24-3tp 


AUTO REPAIRING 
Electrical and Ignition work a spec­ 
ialty. 
E. W. Sprague, 
Redwood 
Valley. 
24-3tp 


LOST—Bran new slicker and white 
rubber boot between Ukiah 
and 
Calpella last week. 
Finder please 
return to this office and 
receive 
reward. 
23-2tp 


REDWOOD VALLEY CHILD 


WINS PRIZE FOR ESSAY 


Little Miss Elsie Thowson of the 
Redwood union school was the only 
pupil in Mendocino county to secure 
a ^prize in the recent 
Washington 
Essay contest conducted by the Ex­ 
aminer. 


She was also the youngest 
con­ 
testant to recive a prize. 


Needless to say Mi-s. Hopkins is 
proud of her pupil and 
anticipates 
much for her in the future, she 
tiav- 
ing had two stories published, one 
in the Dispatch-Democrat and 
this 
essay in meritorious work this win­ 
ter, all done when seven yeai's of 
age. 


Railroad Offers 


Special Rates 


The Northwestern Pacific, as an 
inducement to the public to do more 
traveling by rail, 
has 
announced 
summer excursion rates to be put in 
effect to and from San Francisco on 
April 28. 


The schedule is that of 1920. 
A 
daily round trip 
fare 
with 
three 
month return limit will be sold for 
$5.55 and a fifteen day round trip 
ticket will be sold on Saturday and 
Sunday for $4.60. 


Cheaper than walking, what? 


FOR SALE—Rugs, carpets, kitchen 
tables and chairs, oil stove, small 
tablo, pictures, couch, 
flve-pass. 
auto. 
(Terms if desired). House 
for rent. 
Southwest corner Mun­ 
icipal Park. 
Phone 247-J. 
It 


RESIDENCE 
FOR 
SALE—The D. 
Manklns home place, good house 
and four lots, close In at 811 N. 
Oak street, Ukiah, Cal. 
Inquire 
at the Dispatch-Democrat 
office. 


24ctf 


FOR SALE 


FOR 
SALE—Three-year-old 
heifer. 
Phone 18F15. 


EGGS FOR SETTING—From heavy 
laying strain of thoroughbred S. 
C. White Leghorns. 
75c per set­ 
ting. 
Mrs. 
C. J. 
Hufft, 
South 
State St., phone 346-R. 
19-6tc 


FOR SALE—Buick " 6 , " 5 passen­ 
ger. 
Mechanically perfect. 
Has 
5 good cord tires, new top. 
Bar­ 
gain. 
Terms. 
Apply Ukiah Gar­ 
age. 
21-3tc 


EGGS FOR SETTING—White 
and 
Buff Orpingtons and Pearl Guin­ 
eas. 
$2 per setting. 
Mrs. D. S. 
McKinley, phone 3F11, Ukiah, R. 
F. D. 
c-20-tf 


FOR 
SALE—Uncle Sam 
potatoes, 
cheap, $2.50 per hundred weight. 
Feed yard, 301 north Main St., 
or phone 135-W. 
19- 


FOR SALE—100 goats, milk 
and 
angora. 
Will sell all or a part. 
Will sell cheap. 
Ed. Auschwitz, 
Box 27, Kelseyville, Cal. 
18-6tp 


FOR SALE—100 
White 
Leghorn 
pullets. 
Price 
reasonable. 
J. 
Mahaffey, 
Potter Valley, Rt. 2, 
Box 685. 
p-18-6t 


Films can be developed once. 
Be 
sure Wagar does it. 
No regrets. 


CLARINET FOR SALE—B-Hat clar­ 
inet, brand new, never been used, 
with leather case. 
$20 takes it. 
Can be seen at this office. 


WANTED 


PAasi rtrm 


WANTED—A middle aged wom»tl 
for general housework, 
for 
a 
family of two. 
Easy and steady 
employment. 
Address; Mfs. 
W. 
Ontls, Philo, Calif. 
21-3tc 


AMBITIOUS YOUNO MAN Wishes 
employment. 
Enquire this office. 


BALDWIN 
PIANOS and Manuello 
Players. 
Liberal allowance £o« 
old 
pianos. 
Brunswick 
Phono­ 
graphs and Records. Cleland Fur­ 
niture Store, Ukiah. 
3-tfo 


WANTED—Girl 
to 
assist 
with 
house work. 
Apply to Mrs. Aus­ 
tin, phone 66-J. 
504 N, Oak St. 


c-19-tf 


PAINTING, paper hanging 
and 
decorating. 
Chas. 
Mathews, 
627 
South State St., 
Ukiah. 
Estimates 
furnished. 
39-tf 


FOR 
SALE—12, 14, 16 inch 
dry 
manzanita stove wood or chunk 
wood at $4.00 per tier delivered. 
Also dry flr blocks for kindling. 
N. W. Kleyn-Schoorel, Ukiah, gen­ 
eral delivery. 
Phone 367. 
16-tf 


John Butts and wife, who were DRY WOOD—$4 per tier and up, 
numbered 'among 
flu 
victims 
last | 
delivered. 
R. 
Williams, 
phone 
week, are convalescent. 
| 
302-W. 
19-tfc 


ATTENTION WOOL GROWERS 


We will offer a list of prizes for the eight BEST FLEECES of 
WOOL grown In Californlt^. 


In order that there may be an equitable distribution of prizes we 
have divided the State of California into two zones. 
All north of 
Stockton to be known as "Zone No. 1" and all south of Stockton to 
be known as "Zone No. 2." 
. In each of these respective zones we will award a like set of prizes 
In amounts as follows: 
FIRST PRIZE 
$200.00 
SECOND PRIZE 
$150.00 


THIRD PRIZE 
.$100.00 
FOURTH PRIZE 
$50.00 


Wools will be judged In accordance with their QUALITY, CONDI­ 
TION, STAPLE 
SHRINK.\GB 
and 
BREEDING, • aud 
SIZE 
OF 
FLEECES. 
All fleeces to be numbered and growers name withheld 
until prizes shall be awarded. 
^ 


The judges will be three disinterested men thoroughly capable of 
making the awards, one of whom will be selected from the State, 
Agricultural Department of Davis Cal. 


We believe this will help encourage BETTER BREEDING and 
Improve the quality and handling of wools raised In this state, and 
encourage greater production of WOOL and SHEEP in California. 


Fleeces must be shipped "EXPRESS COLLECT" to our office, 
787 . Mills 
Building, San Francisco, before July 1, 1922. 
Prizes 
awarded August 1, 1922, 


All growers eligible to compete, vegardlegs o£ quantity. 


•Address, CHAS. .T. WEBB SONS CO., Inc. 
Statuitou Bros. Agents. 
787 Mills BIdg., San Francisco, Calif. 


PHOTO FINISHING 


SPECIAL until 
April 
15th 
only. 
Send your favorite negative 
and 
60c for sample 
10x12 
enlarge­ 
ment. 
Have your work done by 
an expert. 
This is not a side lln© 
with me. 
I specialize in Kodak 
Fnishing and Enlarging. 
Wagar, 
Department R, Ukiah, Cal. 
Pos­ 
itively no orders filled after April 
15th at this price. 
22-6tc 


FOR RENT 


UPRIGHT PIANO for rent. 
346-R, after 6 p. m. 


Phone 
22-2C 


FOR RENT—Furnished room, gen­ 
tleman 
preferred. 
424 
North 
Sciiool street. 
21-3tp 


FOR EXCHANGE—Party in 
S a n U 
Rosa has residence property to ex­ 
change 
for 
Mendocino 
county 
ranch. 
Lady in Potter valley has 
ranch to exchange for Ukian res­ 
idence. 
Summer resort ice cream 
parlor at Boyes Springs for Ukiah 
residence or fai-m. 
13 acres flvo 
miles from Ukiah for town prop­ 
erty. 
200 acres Robinson creek 
for Ukiah property. 
Large list­ 
ings $20,000 to $100,000. 
Grov- 
er C. McGlmsey, Box 402, office 
telephone 
367, 
res. 
telephone 
127-W. 
22-3t 


MISCELLANEOUS 


Dr. Eph. Weiss, Ophthalmic Hfi- 
fracting Optician, will be In UklaU 
at Hotel Cecille, April 8. 


FASHIONABLE dressmaking. 
Mrs. 
J. R. Mathews, 204 North Spring 
St., phone 325-M. 
22-tf 


UKIAH 
HEALTH 
CENTER 
and 
Baby 
Clinic 
above 
Hofman's 
store, Is open on Monday, Wed­ 
nesday and Saturday 
afternoons 
from 2 till 5. 
The public is In­ 
vited 
to 
take advantage of its 
work. 
Elizabeth A. Hodges, R. C. 
N. 
14-tf 


THK TELEPHONE GIRL 


From the Chicago Evening Post 
Immediately after the roof of the 
Knickerbocker Theater in Washing­ 
ton, D. C , caved in under its weight 
of snow last Saturday night a man 
who 
was standing outside of the 
building went into a telephone booth 
and told "Central" what had hap­ 
pened. 
The telephone girl did the 
rest. 


This 
girl realized the situation, 
communicated 
the information 
to 
other members of the office 
foree, 
and within ten minutes seventy-two 
physicians residing in the Columbia 
Exch.ange district, where was loca­ 
ted the theater, were told of 
the 
disaster; every hospital and first aid • 
agency in the city was notified, a re­ 
port was made to the War Depart- 
nient and to the municipal govern­ 
ment offices, and the work of rescue 
and of relief was almost instant. 


In 
France 
the 
telephone 
girl 
proved her courage and resourceful­ 
ness 
in 
war. 
She had proved it 
long before under other conditions 
of 
emergency 
and 
of 
peril. 
l a 
floods, in famine, in fire and In riots 
the telephone girl has; showed the 
stuff that is in her. 
'• , 


We fear that we do not always re- 
member these things in our daily 
communications with Central. Some­ 
times, however, when we do think 
of them we are sorry that we have 
blamed the telephone girl for 
au- 
noying things beyond her 
control, 
such as the fact that the telephone 
of a friend Is busy when wo want 
to talk to him. and that perchance 
! vfi 
are given tlie wrong 
number 
when the fault lay not AVith tUe tel9-. 
phono girl's keenly attuned ear but 
with our own mumbling manner of 
speech. 
We hope by this 
inade­ 
quate tribute that we have 
made 
amends 
for a somewhat 
frequent 
use. of hasty but really 
unmeant 
words. 


Win. 
Ross, 
supervisor 
ot 
tha 
fourth district, was in town to at" 
tend the board nveetlng the first ot 
the week. 
. 


^RAGB SIX 
D i a g A T C H r D a i t d c R A T . VKIAB, 
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T h e Big E l e c t i o n of J 8 8 6 


• » 
• 
• 
• • • • 


Democrats Elect the Governor 


• • • • 


Republicans Capture Half the County 


• 
By J. B. SANFORD 


T h e election of 1886 was a dlsaa- trict a n d H . B. Scott In t h e Fifth, 
t r o u s o n e as far as t h e Mendocino 
T h e R e p u b l i c a n s , 
flushed 
w i t h t h e 
county 
Democracy was 
concerned, 
hope of success over t h e Democratic 
O n e of the greatest p r i m a r y 
fights 
split, m o t a n d n o m i n a t e d a c o m p l e t e 
t h i s or any o t h e r county ever s t a g e d 
ticket a n d w e n t to t h e b a t w i t h t h e 
w a s pulled off. 
T h e r e was a c o n t e s t ' d e t e r m i n a t i o n of m a k i n g 
a 
clean 
for every office in t h e county, as a 
sweep. 


Democratic nomination at that tinier 
T h e D e m o c r a s m e t in s t a t e con- 
w a s equivalonl to an election. T h e r e | vontlon a n d n o m i n a t e d H o n . W a s h - 
w a s an old un-wrltlen, fooliah l a w • ington B a r t l e t t , m a y o r of S a n F m n - 


POUTieitt MNGEMENTS 


J. J . 
M A T f l E W S 
( I n c u m b e n t ) 
A n n o u n c e s ' h e r c a n d i d a c y for t h e 
n o m l n a t l o a of 
C O U N t V 
A U D I T O R 
at t h e p r i m a r y eld&tlon to be held 
A u g u s t 29, 1922. 


t h a t 
a n official 
should 
not 
serve 
m o r e t h a n two t e r m s In t h e s a m e of­ 
fice, especially It the office carried a 
,eood salary with it. 


" D o c " 
Stjindley h a d been 
sheriff 
for two terms of two years each a n d 
h a d m a d e a splendid official a n d had 
an. ambition to serve longer. 
Major 
C u n n i n g h n m had been clerk for o n e 
renii a n d was a c a n d i d a t e for lu- 
n o m i n a t i o n . 
W a i t e r 
L. 
Bi-ansford 
h a d been clerk for two t e r m s 
prior 
to Major 
C u n n i n g h a m 
a n d desired 
to come b.ack a n d succeed 
C u n n i n g ­ 
h a m . 
J. J. Morrow w h o h a d served 
two 
t e r m s as recorder, stayed o u t 
for a term a n d c a m e back a n d triea 
lor n third t e r m over W . M. P e e r y 
Avho had served one t e r m . 
J a m e s 
Powzer, a one-legged m a n w h o h a d 
been t r e a s u r e r since t h e n e w coaati- 
rution, was opposed by D. M. Gibson. 
T h e r e was a bitter contest Over each 
office, so bitter in tact t h a t t h e D e m ­ 
ocrats did not get over their " m a d 
.spell" a n d carried it on to t h e gen- 
«'ral election, w i t h t h e result 
t h a t 
t h e Democratic 
party w a s all split 
to pieces, a n d t h e Republicans 
se­ 
cured t h e best offices a n d built u p 
a nmchine a n d controlled t h i n g s for 
years. 
T h e Democrats voted for t h e 
c a n d i d a t e direct in 
t h e 
p r i m a r i e s , 
rhu.s pledging t h e delegates to the 
c a n d i d a t e 
receiving a m a j o r i t y 
of 
. t h e votes in each precinct. 
On t h e 
other hand 
the IlepubliCiui 
leaders 
s-'ot 
together 
and 
selected 
t h e i r 
.'^tron^est 
men without any contest 
and t h u s wont into the tight in per­ 
fect h a r m o n y . 


T h e 
hottest 
fight 
was over 
t h e 
s=heriff's ol'i'ice between J. M. (Doc) 
Standley und his u n d e r sheriff, J. H . 
Seaweii, w h o h a d a laudable 
a m b i ­ 
tion to become sheriff. 
W m . labell 


•TI.SO entered the race, but the fight 
n.nrrowed 
down 
between 
.Standley 
a n d Seawell. 
T h e s e two c a n d i d a t e s 
r e m a i n e d friends b u t their p a r t i s a n s 
became very bitter before t h e s t r u g ­ 
gle w a s over. 
So close w a s t h e con­ 
test 
t h r o u g h o u t 
I h e various 
pre­ 
cincts that t h e result was not u e i - 
initely k n o w n until all the prefelucts 
w e r e in. 
It 
then 
developed 
that 
Standley h a d carried a tew of t h e 
large precincts by just a few votes 
and had won the n o m i n a t i o n . 
Sea- 
well tried in vain to hold his men to 
Standley in the fall. 


T h e 
C u n n i h g h a m - B r a n s l o r d 
con­ 
test was carried into t h e convention 
with 
t h e result 
t h a t 
Culnnipgham 
won 
over 
Bransford 
b y ' c i 
to 42. 
W . M. Peery w o n t h e recordership 
over Morrow a n d F r e d Dashlell, a n d 
F o w z e r 
defeated 
Dan 
Gibson 
for 
irf-asuror. 
F o r District Attorney, j : 
K. C h a m b e r s w a s n o m i n a t e d over J. 
Q. Whlt<>, wlio h a d virtually 
with­ 
d r a w n from the race. 
D. A. Hogs- 
bead 
wa.s 
nominated 
for coroner 
over H. H. Mitchell a n d Dr. T. H. 
Smith. 
J o h n C. L a n e w a s n o m i n a ­ 
ted for surveyor 
u n a n i m o u s l y . 


T h e r e w a s also a hot fight 
over 
t h e n o m i n a t i o n for t h e Assembly be­ 
tween W. J, Hildreth, E. B . B a t e - 
m a n , C. W . Tindall a n d H . A. P e a - 
body, t h e result being t h e n o m i n a ­ 
tion of Peabody. 


A n o t h e r 
close 
contest w a s over 
t h e nomination for 
s u p e r i n t e n d e n t 
of Schools between J. A. Poage, of 
Vkiiih; 
Mrs. H . W. 
Ha-fkett. 
of 
r k l a h ; 
W . C. Cartmell, of 
Point 
A r e n a ; 
W a l t e r 
Maxwell', of 
W e s t - 
port; F . M. Crossley, of P o t t e r Val­ 
ley; a n d 0 . J. B r o w n , of 
Cove^o. 
No o n e h a d a m a j o r i t y in t h e pri­ 
m a r i e s so the fight w a s t h r o w n Into 
t h e conveiltion a n d 1 1 ballots w e r e 
t a k e n 
before 
a 
choice 
cotild 
be 
m a d e . 
W . C. C a r t m e l l was n o m i n a ­ 
ted. 


T h e last great b a t t l e w a s over t h e 
assessorship with the following a s - 
p l r a i i t s : 
J. D. W a r d , of C a h t o ; T. 
J , 
McGlmsey, 
of 
BoonvlUe; 
B. C. 
F o u s h e e , of N a v a r r o ; M. A. T h o m a s , 
of R e d w o o d ; 
a n d C. P . S m i t h , of 
C k i a h . 
T h e light w a s q u i t e 
b i t t e r 
a n d C. P . S m i t h a n d B . 0. F o u s h e o 
v e n t 
b e f o r e t h e convention. 
F o u ­ 
s h e e w i t h d r e w a n d gave aotloe t h a t 
h e 
w o u l d 
r u n 
I n d e p e n d e n t , 
o u t 
t h o u g h t b e t t e r after thtnklnsr it over 
a n d w i t h d r e w . 


Mendooino 
a n d 
L a k e 
c o u n t i e s 
f o r m e d t h e s t a t e s e n a t o r i a l 
distrlftt 
a n d tliere w a s also a contest 
t h e r e 
b e t w e e n A r c h i b a l d 
Yell a n d . W h i t 
H e n l e y , of 
M e n d o c i n o a n d ' £1. W , 
Brltt, of L a k e , w i t h t h e rissult^thftt 
Yell was 
nomlUfited. 


F o r BupervlBora, Allen R. 
DaW- 
«on wsus n o m i n a t e d l a t h e T h i r d d t s - 


clsco, for Governor, a n d H o n . M. F . 
Tarpey, of A l a m e d a for L i e u t e n a n t 
Governor. 
T h e R e p u b l i c a n s 
n a m e d 
J o h n S. Swift, of Los Angeles, 
for 
G o v e r n o r a n d R. W . W a t e r m a n , ot 
San 
B e r n a r d i n o , 
for 
L i e u t e n a n t 
G o v e r n o r . 


F o r 
Congress, 
t h e 
D e m o c r a t s 
n o m i n a t e d T. L. T h o m p s o n , of S a n t a 
Rosa, a n d t h e R e p u b l i c a n s 
notnlna- 
ted Charles A. Garter, of Red Bluff. 


In c o u n t y affairs, t h e light w a s a 
h u m d i n g e r 
from t h e kick off. 
T h e 
b i t t e r 
p r i m a r y 
fight 
could 
n o t b e 
s m o o t h e d 
over, as t h e 
R e p u b l i c a n s 
w i t h 
persistency 
k e p t 
o p e n i n g 
u p 
t h e old w o u n d s . 
T h e big fight h i n g ­ 
ed on t h e contest t o r sheriff b e t w e e n 
Standley a n d Osborn, for clerk b e ­ 
tween C u n n i n g h a m a n d P a x t o n , for 
s u p e r i n t e n d e n t of schools 
b e t w e e n 
C a r t m e l l a n d Dillingham, 
for 
t h e 
A s s e m b l y 
b e t w e e n 
P e a b o d y 
a n d 
H a n d y , a n d district 
a t t o r n e y 
be­ 
t w e e n 
C h a m b e r s a n d M a n n o n . T h e 
result was t h e R e p u b l i c a n s w o n all 
these offices. 
T h e 
fight for sheriff 
and clerk w a s t h e closest. 
Osborn 
defeated 
S t a n d l e y 
by 6 votes a n d 
P a x t o n 
b e a t 
C u n n i n g h a m 
by 
6 
votes. 
A contest 
w a s 
instituted 
over t h e s e t w o offices, b u t t h e r e s u l t 
was not c h a n g e d . 


T h e 
vote 
t h r o u g h o u t t h e 
c o u n t y 
was a I follows: 


CrOvernor-'B,artlett, 
Dem., 1 5 5 2 ; 
Swift. R e p . , 1219. 


L i e u t e n a n t 
G o v e r n o r — T a r p e y , 
Dem., 15G6; W a t e r m a n , R e p . , 1 2 0 7 . 


C o n g r e s s — T h o m p s o n , 
Dem., 
1,- 
5 S 8 ; 
G a r t e r , Rep., 1 2 9 7 . 


S e n a t o r — Yell, 
D e m . , 
1 6 3 0 ; 
H a m m o n d , Rep., 1 2 9 8 . 


Asseml>ly—^Peabody, Dem., 1 4 3 6 ; 
H a n d y , Rep., 1 5 1 5 . 


Sheriff—Standley, 
Dem., 
1-178; 
Osborn, R e p . , 1 4 8 4 . 


C l e r k — C u n n i n g h a m , Dem., 1 4 7 4 ; 
P a x t o n , Rep., 1480. 


Disli'ict 
A t t o r n e y — 
C h a m b e r s , 
Dem., 1 3 3 1 ; Mannon, R e p . , 1 5 8 1 . 


R e c o r d e r — P e e r y , Dem., 1 7 5 6 ; C. 
H. H u n t e r , R e p . , 1 1 5 7 . 


T r e a s u r e r — F o w z e r , 
Dem., 1 7 0 6 ; 


E . W . n i a i r . Rep., 1 2 4 9 . 


A s s e s s o r — S m i t h , Dem,, 1 6 3 8 ; T. 


E . 
Rawles, Rep., 1 2 5 3 . 


Supt. 
of 
Schools — 
Cartmell, 
Dem.', 
1 4 1 1 ; Dillingham, 
R e p . , 1,- 
5 68. 


C o r o n e r — H o g s h e a d , 
Dem., 1 5 6 9 ; 


E . 
S. S. Root, Rep., 1 3 4 9 . 


S u i ' v e y o r — L a n e , 
Dem., 1 5 6 9 ; J . 
C. Rice, Rep., 1 3 1 3 . 


Supervisor, 
T h i r d 
D i s t . — D a v i a - 
son, Dem., 2 9 9 ; B r a n s c o m b , 
Rep,, 
262. 


Supervisor, 
Fifth 
Dlst.—Scotf. 
Dem., 3 0 3 ; Curley, R e p . , 2 7 6 . 


T h r o u g h o u t 
t h e 
s t a t e , 
B a r t l e t t 
(D.) w a s elected Governor by a b o u t 
600 votes a n d W a t e r m a n 
( R . ) w a s 
elected 
L i e u t e n a n t 
G o v e r n o r by a 
few t h o u s a n d . 
T h o m p s o n w a s elec­ 
ted to Congress a n d Yell 
defeated 
H a m m o n d for t h e S t a t e S e n a t e . 


It will be noted t h a t t h e R e p u b ­ 
licans elected the m o s t a n d t h e best 
of the c o u n t y offices, w h i c h p u t t h e 
Democrats 
on 
t h e rocks for m a n y 
years. 
T h i s w a s t h e rise of P a x t o n 
a n d his d e p u t y H a l e McCowen, a n d 
Dillingham 
a n d 
M a n n o n , 
t o u r 
strong, able m e n w h o w e r e 
s t r o n g 
enough to be reelected t o r years to 
come. 
Sheriff Osborn died in office 
within a y e a r a n d t h e b o a r d of su­ 
pervisors appointed Doc S t a n d l e y t o 
nil o u t t h e t e r m , Standley 
r e t a i n i n g 
|,W. P . T h o m a s 
undersheriff. 


G o v e r n o r 
B a r t l e t t 
died 
w i t h i n 
a 
few m o n t h s after .he h a d been In- 
Aiigurated a n d L i e u t e n a n t 
G o v e r n o r 
W a t e r b e c a m e 
Governor. 


If y o u w a n t good K o d a k Develop­ 
ing aiid P r i n t i n g , Insist W a g a r does 
It. 


D. C. S M I T H 
( I n c u m b e n t ) 
A n n o u n c e s his candidacy for t h e 
n o m i n a t i o n of 
COUNTY T R E A S U R E R ^ 
at t h e p r i m a r y election to b e held 
A u g u s t 29, 1922. 


W I L L I S H . P R A T H B R 
A n n o u n c e s his c a n d i d a c y for t h e 
n o m i n a t i o n of 
COUNTY C L E R K 
at t h e p r i m a r y election to be held 
A u g u s t 29, 1 9 2 2 , 


L E E 
C U N N I N G H ' A M 
( I n c u m b e n t ) 
Anndiinces his c a n d i d a c y for t h e 
n o m i n a t i o n of 


T A X 
C O L L E C T O R 
a t t h e p r i m a r y election t o b e h e l d 
A u g u s t 29, 1 9 2 2 . 


L I L B U R N 
I, 
G I B S O N 
( I n c u m b e n t ) 
A n n o u n c e s his c a n d i d a c y for^ t h e 
n o m i n a t i o n of 
D I S T R I C T A T T O R N E Y 
a t t h e p r i m a r y election t o b e held 
A u g u s t 2 9 . 1 9 2 2 . 


J. C. H U R L E Y 
A n n o u n c e s his candidacy for t h e 
n o m i n a t i o n ot 
D I S T R I C T 
A T T O R N E Y 
at t h e p r i m a r y election to be held 
A u g u s t 29, 1922, 


W, 
F, 
O R N B A U N 
- A n n o u n c e s his c a n d i d a c y f o r t h e 
n o m i n a t i o n ot 
C O R O N E R 
a n d 


P U B L I C 
A D M I N I S T R A T O R 
a t t h e p r i m a r y election to be held 
A u g u / t 2 9 . 1 9 2 2 . 


R. 
L. 
C L E V E L A N D 
( I n c u m b e n t ) 
A n n o u n c e s his c a n d i d a c y for t h e 
n o m i n a t i o n of 
C O R O N E R 
A N D P U B L I C 
A D M I N I S T R A T O R 
a t t h e p r i m a r y election t o b e h e l d 
A u g u s t 29, 1 9 2 2 . 


S L M f i R O. B D ^ d H 
A n n o u n c e s his c a n d i d a c y for t h e 
nomiiiati{>n of 
J U S T I C E O P T H E P E A C E 
U K I A H 
T O W N S H I P 
P r i m a r y , T u e s d a y , A u g u s t 29, 1922. 


E D G A R 
S M I T H 
( I n c u m b e n t ) 
A n n o u n c e s his candidacy for t h e 
n o m i n a t i o n of 
COUNTY 
S U R V E Y O R 
P r i m a r y , T u e s d a y , A u g u s t 29, 1922, 


N E W T O N P . H O W E 
of P o i n t Arena, a n n o u n c e s his can­ 
didacy for t h e nomlnatlojn of 
S U P E R V I S O R — F I F T H 
DIST. 
Subject 
to 
t h e 
p r i m a r y 
election, 
A u g u s t 29, 1 9 2 2 . 


R . 
R . B Y R N E S 
( I n c u m b e n t ) 
A n n o u n c e s his candidacy tor t h e 
n o m i n a t i o n of 
S H E R I F F 
Subject 
to t h e 
p r i m a r y 
election. 
Tuesday, A u g u s t 3 1 , 1922. 


T h e presumption Is that o n e dif­ 


ference between t h e 265,000 persons 


w h o 
visited t h e various 
cvchanges 


of t h e telephone company 
d u r i n g 


Telephone Week and the rest of ua 


Is that 
t h e 265,000 
persons 
here­ 


after will find fault with the service 


Intenigently. 
If 
al 
all.—Boston 


Globe. 


Hortliweslern P a * R. R, Co. 


TR.\IN SOHEDULK 


Ertecttvo December 4, 1021. 


W. C. T. U. NOMtJfi 


The W. C. T. U. meets every flwt 
and third Friday at the Ohrtstlftii 
church, at 2;30 p. m. 


C H R I S T I A N SODENCB SOCtBTrY 


Christian Science services a r e held 
a t 110 S. School s t r e e t every Sund(^> 
S u n d a y school at 10 a. m., lesson s4i*- 
mon a t 11 a. m. W e d n e s d a y evening, 
testimony m e e t i n g at 7 : 2 0 p, m . All 
a r e y e l c o m e . 


R e a d i n g room a t s a m e place open 
daily from 2 to 4 p. m.. except on 
Sundays a n d holidays. 


T h e subject for next 
S u n d a y 
la 
" M a t t e r . " 


F O R 
T R U S T E E 
T o w n ot U k i a h City 
MRS. M A R T H A T O L E S 
Election April 3, 1922. 


A M K C H A X I C A L T I P 


Generous Old L a d y 
( u s i n g 
tele­ 
phone tor first t i m e — t o o p e r a t o r ) — 
As you've been so nice a n d a t t e n ­ 
tive, m y dear, I'm p u t t i n g a n extra 
nickel 
in t h e box for 
yourself.— 
Boston 
Transcript, 


Spinal Analysis F r e e 
P h o n e 256 


RALPH S. BIENO, O.G,N. D, 


CHIROPRACTOR 


G r a d u a t e L . A. C . C . 


H r s . 9 a.m. to 12 
Office & Res. 


a n d 1 p.m. to 8 
312 N . D o r a St. 


F r o m S. F . 
Read 
Down 


No. 4 No. 2 
P.M.Lv. A.M.Lv. 


6:46 
7:45 


6:50 
8:50 
f 7 : 1 7 1 9 : 1 3 


7:42 
8:20 
8:53 


T o w a r d S. F . 
• R e a d Up 
No. 3 No. 1 
A.M.Ar. 
P.M.Ar. 
San F r a n 
San 
Rafael] 
Novate 


9:35 
1 0 : 0 8 
1 0 : 4 0 


P e t a l u m a 
Sta. R o s a 
H'ldsburg! 


9:27;il:151Cloverdalo; 
1 0 : 0 2 l i l : 5 2 ) 
Hopland 
P.M. 


1 0 : 3 8 | 1 2 : 2 8 | 
U K I A H 


9:36 
7:36 


8:25 
6:27 


7 : 5 6 | b 
7:32 
5:45 


6:58 
5:15 


6:25 
4 : 4 3 


5:50 
4:05 


5:14 
3:29 


4 : 4 5 | 3:00 


J A M E S R. E L D E R 
( I n c u m b e n t ) 
A n n o u n c e s h i s c a n d i d a c y for t h e 
n o m i n a t i o n of 
COUNTY 
R E C O R D E R 
at t h e p r i m a r y election to be held 
A u g u s t 29, 1 9 2 2 . 


F O R 
T R U S T E E 
T o w n of U k l a h City 
K. P . B U C H A N A N 
Election 
April 3, 1922. 


F O R 
T R U S T E E 
T o w n of U k i a h City 
C. A. 
B E R N H A R D 
Election April 3, 1 9 2 2 . 


A. J, B E R K O V I T S 
A n n o u n c e s his c a n d i d a c y for t h e 
n o m i n a t i o n of 
COUNTY 
R E C O R D E R 
a t t h e p r i m a r y election t o b e held 
A u g u s t 29, 1 9 2 2 . 


FOB SICK 
WAtCRES 


Now l» tj|e b«8t tlmtt ol the year 
to put your Vratoli: or 
oloek 
to 
A - l r u n n i u g order for that auni- 
mer vacattda. Our prions are th« 
most >^a^Mj^W^, Piri?WI>t, 
(^m-i 
eat BOi^loi^, Alt woft^ sjutviiaptetBd. 


"The |[9%.fi^ Qu%Utx" 


W. S. V A N D Y K E 
( I n c u m b e n t ) 
A n n o u n c e s h i s c a n d i d a c y for t h e 
n o m i n a t i o n of 
COUNTY A S S E S S O R 
a t t h e p r i m a r y election t o be held 
A u g u s t 2 9 , 1 9 2 2 . 


F h A N K 
R E Y N O L D S 
A n n o u n c e s his candidacy for t h e 
n o m i n a t i o n of 
C O U N T Y A S S E S S O R 
at t h e p r i m a r y election to b e held 
A u g u s t 2 9 , 1 9 2 2 . 


E. G. B R O W N 
A n n o u n c e s his c a n d i d a c y for t h e 
n o m i n a t i o n o t 
S H E R I F F 
a t t h e p r i m a r y election t o be held 
A u g u s t 29, 1922. 


G E O R G E R A Y 
A n n o u n c e s his c a n d i d a c y for t h e 
n o m i n a t i o n of 
J U S T I C E O F T H E P E A C E 
U K I A H 
T O W N S H I P 
Subject t o t h e deeiBloU' of t h e voters 
a t t h e p r i n i a r y election, A u g u s t 29, 
1922. 


JOWS 
B U R G E S S 
A n n o u n c e s bis c a n d i d a c y for t h e 
office of 
JUS,TICE OF T H E P E A C E 
OF t J K l A H T O W N S H t P 
a t t h e p r i m a r y electloti to b e held 
A u g u s t 29, 1922. 


UNDERTAKING 


and 


EMBALMING 


Gleland's F o m l t a r e Store 


I J O B N S E D 
m m A L M m " 
I N 
GHABOE 


Ar. 
Lv. 


1 1 : 5 6 | l : 4 5 | Willils. 
| 3 : 3 5 | 1:50 


A.M. 


~ A . M : 
L V . ~ " Ar. 
~ 


1:30! 2 : 0 5 | 
WiUits 
111:59| 1:27 
" l : 5 9 | 2 : 3 4 | Longvala 
[11:30(12:57 


6:00 
5:58 So. F o r k 
7:56 9 : 2 1 
6:42 
6:40 
Scotia 
7:12 8:37 
7:14 
7 : 0 8 
F o r t u n a 
6 : 4 1 8 : 1 1 
8:00 
7 : 5 0 
E u r e k a 
6:00 7 : 3 0 
A.M.Ar. P.M.Ar. 
P.M.Lv. A.M.Lv. 


b. 
Stops only t o discharge p a s ­ 
sengers 
b o a r d i n g 
train 
beyond 
H e a l d s b u r g . 


T r a i n s No. 3 a n d 4 carry sleeping 
cars a n d coaches between 
Sausallto 
a n d 
E u r e k a . 


Evenings 


call lor 
GOOD EYESIGHT 
€onsult 


P. H. JOSEPH 


Registered Optometrist 
for 20 Years 
Ukiah, -Califomta 


Feed Your Baby Chicks 
Wholesome and Nourishing Foods 


GOIiDEX EAOIilS S P E C I A L D R Y C H I C K F O O D A N D 


G O L D E N E A G L E No. 1 a n d No. 3 D R Y M A S H F O O D 


P l t O P E R F O O D S F O R YOUNG S T O C K 


(Mnnufactured daily from fresh mill fce<l, choicest seeds, graiuSr 
p u r e s t b o n e a n d charcoal.) 


lllllllllllll"lll"!ll'lilill!'WIIII!inillll»ll!ltllillllll(lllllll|[llllllfll!ll!lllll!lllfllllllllllll^ 


GEOR.OE A. JOHNSON 
Announces'bis candidacy tor the 
nomination of 
JUSTICJB OF "tHB PEACE 
OF UKIAH TOWNSHIP 
at the prlmwiy election to be held 
August 29, ;92ia. 


A. J. FAIRBANKS 
(Incumbent) 
AnnounoeB bis ijatadic^aqy for the 
nomination of 
SV^UBVlSpja,' THIRD'DIST. 
Subject tb ^bi^! ^^eclsion ot tb,e Vjoten* 
at the primary election, AuguBt 28; 


of 


Fancy and Pain Baronet Satins 


Canton Crepes 


Eponge Crepes 


Satin Royal 


Paisley Georgette Crepes 


leuse 


Taffetas 


Pongees 


Fancy Uning Satins 


JAMISON BROS. CO. 


UKIAH 
.-. 
CALIFORNIA 


I 


WSR#ak-D)6RtO<3k^ 
CAL., FRIDAY, MARCH 17, 1922. 


Ur TME. ^t7P]E!lt)0R COtniT OP 
THE STATR O P CALIFORNIA, 
IPi AND F O B THE COUNTY OP 
MKNDOCmo. 
. 


C. 0. BREWER and THELMA K. 
BREWER, 
PlalnUffs. 
vs. 


EMMA 
J. 
DEPPNEU 
MOORE, 
WILLIARD W. MOORE, 
WILI^- 
lAM 
S. PARDY, 
JOHN DOB, 
RICHARD 
ROB, and also all 
other persons, unknown, 
claim­ 
ing any right, liile, estate. Hen 
or Interest In the real 
property 
described in the complaint, ad­ 
verse to the plaintiff's ownership, 
or any cloud upon plaintiff's title 
thereto. Defendants. 


XOWCB OP FOKBChd^tm 
BAW 


SUMMONS. 
Aistlon broui;ht in the Superior 
Cdiirt of the State of California, in 
and for thd County of Mendocino, 
ilad the complaint flied in the oiTlce 
tif the County Clerk of said County. 


A. L. WESSELS, 
Attorney for Plaintiff. 


T H E 
P E O P L E O F T H E S T A T E 
6*' CALIFORNIA 
S E N D 
G R E E T ­ 
ING T O : 
EMMA 
J. 
D E F F N E R 
MOORE, 
W I L L I A R D 
W. MOORE, 
•WILLIAM S. P A R D Y , 
J O H N D O B . 


RICHARD ROE, and also all other 
tiersons, 
unknown, 
claiming any 
right, title, estate, Hen or Interest 
la the real property described in the 
complaint, adverse to the plaintiffs' 
ownership, or any cloud upon plain- 
tlil's title thereto. 


YOU ARE HEREBY 
DIRECTED 
to appear and answer the complaint 
in an actioil entitled 
as 
above, 
brought against you in the Superior 
Court of the State of California, in 
and for the County of Mendocino, 
within ten days after the service on 
you of this 
summons—if 
served 
within this County; or within thir­ 
ty days if served elsewhere. 


AND YOU ARE HEREBY NOTI­ 
FIED that unless you appear and 
ainswer as above required, the said 
plaintiffs will take judgment for any 
money or damages demanded in the 
complaint as arising upon contract, 
or will apply to the Court for the 
relief demanded in tlie complaint. 


YOU ARE HEREBY 
NOTIFIED 
that the object of this action is to 
determine 
the adverse claims to, 
a^a clouds upon the title to the real 
jiroperty hereinafter described, and 
to requiire the 
defendants 
above 
aamed and "also all other persons 
unknown claiming any right, title, 
estate, lien or interest in the real 
itroperty described in the complaint 
adverse to plaintiff's ownership, or 
any cloud upon plaintiff's title there­ 
to" to set forth the nature of their 
^liflmf' or claims to the property 
hereinafter 
described. If any they 
liave, and for a decree that 
such 
^ a l m or claims be adjudged as un- 
iuflt, without right, and of no effect, 
i'tid the plaintiffs' title thereto be 
i^uieted 
against them, and each of 
t^em, 
and 
that 
plaintiffs' 
title 
^ good and valid, and that the de- 
fbndants and each of them be for­ 
ever barred 
from 
asserting 
any 
dlaim whatsoever to said land, or 
any part thereof adverse to the said 
filaintiffa, 
wliich 
said 
lands and 
;^remises are situated, lying and be­ 
ing in the County of Mendocino, 
^tate of California and bounded and 
^escribed as follows, to'-wlt: 


• Beginning at a post standing at 
the Northeast corner of the tract of 
land conveyed by W. W. Melton to 
James Mason by deed dated April 
i l t h 1899 and recorded the same 
tjiay in book 75 of deeds at page 
356, records of Mendocino County, 
State of California, from which post 
a; live oak tree eight Indies in diam­ 
eter, bears nortli nine and one lialf 
degrees west flfty links; run thence 
West sixty (60) feet to a post mark- 
e [ d " M " standing on the West line 
of tlie present 
traveled 
County 
road; the last mentioned po^t be­ 
ing the point of beginning; tlience 
<)u the exterior boundaries of the 
l ^ d 
to be described, West 
along 
tfie south boundary of Lot 104 of 
t)ie Yokayo Rancho as the same is 
at present established a distance of 
H»ur hundred and thirty seven and 
ftfty hundredths (437.50) feet to^a 
iWe; thetice northerly (the Includ- 
wil angle being 85 degs. 55 inlns.) 
li distance of two hundred feet to a 
p'ost marked " M 4 ; " thence East and 
^ r a l l e l 
with the fli-st 
mentioned 
line (the included angle being 94 
'4fiSB. and 5 mins.) a distance oi 
^ u r hundred and thirty three aiid 
4tty hundredths (433.50) feet to a 
t 
>8t marked " M l ; " thence Souther- 
along the line of the 
County 
^ p a d (the Included angle being 87 
^egs.) a distance of two hundred 
(800) feet to the point of begin- 
p^ng, containing 1.99 acres .of land, 
ittore or less and being a part of Lot 
l;04 of Healey'8 Survey and Map of 
Xokayo Rancho. 


, ( Given under juy hand and the 
jikjpal of the Superior Court of the 
jlpunty of Mendocino, State of Cal 
Hotnla this 24 day of February A. 
91^. 1922. 


HALB PRATHBR, Clerk. 
rLY-BROADDUS, 
, „ 


VICTOR GIANNINI, 
Plaintiff, 
vs. 


ANNIE H.> VOSS, as Administratrix 
of the estate of Daniel Schneider, 
Deceased, Defendant. 
Under and by virtue of an order 
and decree of foreclosure and sale 
issued out of the Superior Court of 
the County of Mendocino, State of 
California, oh the lOlh day of Feb. 
A. D. 1922, in the above entitled 
action, wherein Victor Olannlni the 
above 
named plaintiff, obtained a 
judgment and decree of foreclosure 
and sale against Annie H. Voss as 
Administratrix of the estate of Dan­ 
iel Schneider, Deceased, 
defendant, 
on the 10th day of Feb. A. D. 1922 
for the sum of Two Hundred Seventy 
Nine and Seventy Three One Hun­ 
dredths Dollars, in United 
States 
Gold 
Coin, 
besides 
Interest and 
costs, which said decree was, on 
the 10th day of Feb. A. D. 1922, re­ 
corded In Judgment Book 13 of said 
Court, at page 212, I am command­ 
ed to sell all that certain lot, piece 
or parcels of land, situate, lying and 
being In the County of Mendocino, 
State of California, and 
bounded 
and described as follows, to wit: 


That certain lot and parcel 
ot 
land situate in the Town of Wend- 
ling. County of Mendocino, State of 
California, 
described as Lot 142, 
Block 28 In the Town of Wendling, 
as described on a map in the office 
of the County Recorder 
of 
the 
County of Mendocino, State of Cal­ 
ifornia, and denominated "Map oi 
Wendling." 


PUBLIC 
NOTICE 
IS 
HEREBY 
GIVE2N that, on Saturday, the 18th 
day 
o-f 
Mar., A. D. 1922, at 10 
o'clock A. M, of that day, in front 
of the Court House door of tlie 
County of Mendocino, I will In ob«d- 
lence to said order of sale and de­ 
cree of forecldsure and sale, sell the 
above 
described 
property, or so 
mucli thereof as may be necessary 
to satisfy said judgment, with in­ 
terest and costs, etc., to the high­ 
est and best bidder, for gold coin 
of the United States, 
Dated Feb. IGth, 1922. 
R. R. BYRNES, Sheriff. 
By W, H. GIBSON, J. G.. Dep­ 
uty Sheriff. 
20-4t 


XOTIO» OF FORBOLOSCRE SALE 


MARY E. BAkTLE*:^T, 'Plaintiff, '] 
. 
vs. 


E. 
L. 
JOHNSON 
tthd 
k A B E L 
JOHI^SON, his wife, H. L. PRES­ 
TON, M. A. SCHMIDT. G. G. 
HOLLINGSWORTH, JOHN DOE, 
RICHARD ROE and MARY ROE, 
Defendants. 


OERl'liriOATE OF d O ' P A R ^ E R ' 
, S H I ^ X R A N S A C U N G 
B U S I N E S S 


UNOJE^ PI0I?110U8 
JiAMB. 


IN 
THIS 
SUPERIOR 
COURT O P 
THE STATE OF 
CALIFORNIA, 
IN AND FOR T H E COUNTY OF 
MENDOCINO. 


NOTICE TO CREDITORS 


In the Matter of the Estate of 
JAMES L. DAVIS, sometimes also 
known as and called J. L. DAVIS, 
Deceased. 


Notice Is hereby given by Mary 
Davis, as the administratrix of the 
estate of James L. Davis, sometimes 
also known as and called 
J. 
L. 
Davis, deceased, to the creditors of 
and all persons having claim against 
said decedent, or his estate, to file 
them with the necessary 
vouchers 
with the Clerk of the Superior Court 
of the State of California, in and for 
the County of Mendocino, or to ex­ 
hibit 
them, 
with 
the 
necessai-y- 
vouchers to said administratrix at 
the 
law olfice of G. E. Redwine, 
Savings Banlc Building, Uklah, Men­ 
docino County, State of California, 
within ten months after the first 
publication of this notice, the same 
being the place for the transaction 
of the liusinesB of said estate in the 
County of Mendocino, State o* Cal­ 
ifornia. 


Dated February 10th, 1922. 


MARY 
DAVIS, 
Administratrix of 
the estate of James L. 
Davis, 
sometimes 
also known 
as and 
called J. L. Davis, deceased. 


G. E. RBDWINE, Ukiah, California, 
Attorney for said ^ Administratrix. 


19-5t 


Under and by virtue of an order 
of sale and decree of 
foreclosure 
and sale Issued out of the Superior 
Court of the County of Mendocino, 
State of California, on the 28th day 
of Feby., A. D. 1922, in the abcTve 
entitled 
action, wherein 
Mary E. 
Bartlett, the above named plaintiff, 
obtained a judgment and decree of 
foreclosure and sale against the de­ 
fendant, E. L, Johnson, on the 2l8t 
day of FebruaiT, A. D. 1922 for the 
sum of Three thousand eight hun­ 
dred twenty-three &' 22-100 Dollars, 
in United States Gold Coin Including 
interest, 
costs 
and counsel 
fees. 
That In said action the defendant 
and cross-complainant H. L. Pres­ 
ton obtained a judgment 
against 
the said defendant E. L. 
Johnson 
for the sum of Four hundred 
flfty- 
nine & 66-100 Dollara, which said 
decree was, on the 28th 
day of 
Feby., A. D. 1922, recorded in Judg­ 
ment Book 13 of said Court, at page 
230, I am commanded to sell all 
those certain lots, pieces or parcels 
of land, situate, lying and being In 
the County of Mendocino, State of 
California, and bounded 
and de- 
scrlb as follows, to-wit: 


The Southeast quarter (SE.i^,) of 
Southwest quarter (SW.i^) of Sec­ 
tion Twenty-two (22). the 
North 
half (N. ^4) of the Northeast quar­ 
ter (NK.U), the Southwest quarter 
(SW.Vt) 
of 
Northeast 
quarter 
(NE.Vi) and the East half 
of the Northeast quarter 
(NB.i/4) 
of Section Twenty-seven; the North­ 
west quarter (NW.^4) of Northeast 
quarter (NE.14) and the North half 
(N.14) 
of 
Northwest 
quarter 
( N W . H ) 
of 
Section 
Twenty-six 
(26) all,in Township Sixteen (16) 
North, Range Fourteen (14) West, 
Mount Diablo Base and 
Meridian, 
and containing 306 acres of land, 
more or lens, according to the Uni­ 
ted 
States 
Government 
Survey 
thereof. 


(Saving and excepting 
therefrom 
all timber of every kind and nature 
on the S E . ^ of S W . ^ of Section 
22 and all rights of way thereon, re­ 
served in a deed from H. B. Hickey 
and Emma R. Hickey his wife, to 
Jonas Eriksen, dated March 10th, 
1903, and recorded in Book 92 of 
Deeds at page 156.) 


Also all rights of way granted .Jo 
Jonas Eriksen by H. B. Hickey ai$t^ 
Emma R. Hickey, his wife, by deed 
recorded in Book 92 of Deeds at 
page 159. 


Together with all and 
singular 
the tenements, hereditaments and 
appurtenances thereunto 
belonging, 
.or in anywise appertaining. 


Public Notice Is 
Hereby 
Given 
that, on Saturdaj', the 25th day of 
March, A. D. 1922, at 10 o'clock A. 
M. of that day, in front of the Court 
House door of the County of Mendo­ 
cino, I will in obedience to said or­ 
der of sale and decree of foreclosure 
and sale, sell the above described 
property, or so much thereof 
as 
may be necessary 
to 
satisfy 
said 
judgment, with interest and costs, 
etc., to the highest and best bidder, 
for gold coin of tlie United States. 


Dated Feby. 28th, 1922. 


R. R. BYRNES. .Sheriff. 
By W. H. GIBSON, Deputy Sheriff. 


22-4t 


We, the undersigned, do hereby 
certify 
that 
we are 
c6-partners 
transacting the general business of 
handling and selling automobile ac­ 
cessories - and supplies and 
selling 
automobiles under the 
flnh 
name 
and style of "UKIAH AUTO SUP­ 
PLY": 
That the principal plaie of 
business of said partnership Is at 
No. 
203 South 
State Street, in 
Uklah City, County of Mendocino, 
State 
of 
California and that the 
names in full of all the members ot 
said co-partnership and their 
re­ 
spective address are as follows, to 
wit: 


FLOYD 
BANKER, residing at 


No 
North 
State 
Street, 


Uklah, Cal. 


PEARLE C. CRAWFORD, resid­ 
ing at No. 310 Oak St., Uklah, Cal. 


IN 
"WITNESS 
-WHEREOF 
we 
have hereunto set our hands 
this 
10th day of February, A. D, 1922. 
FLOYD BANKER 
PEARLE G. CRAWFORD 


IN T H E SUPERIOR 
COURT OF 
THE STATE OF CAL1SK)RNIA, 
IN AND FOR T H E COUNTY O F 
»IBNDOOINO. 


IN THE SUPERIOR 
COURT OP 
T H E 
STATE 
OF CALIFORNIA 
IN AND FOR THE COUNTY OF 
MENDOCINO. 


NOTICE TO CREDITORS 


In the Matter of the Estate of 
JOHN S. ORNBAUN, Deceased: 


Notice is hereby given by the un­ 
dersigned, 
administrator with the 
will annexed, of the estate of sold 
deceased, to the creditors of and all 
persons having claims against 
the 
said deceased to file their 
claims 
with the necessary vouchers in the 
office of the clerk of the above en­ 
titled court, or to exhibit them with 
the necessary vouchers within 
ten 
months after the first publication of 
this notice to the said administrator 
with the will annexed at the pfflce 
of M. H. Iversen, Preston Building, 
Uklah, California, the same 
being 
the place for the transcatlon of the 
business of said estate in the Coun­ 
ty of Mendocino, State ot California. 
Dated Feb. 3, 1922- 
First publication, Feb, 10, 1922. 
CASPER A. ORNBAUN, 
Adminis­ 
trator with the Will Annexed ot 
the estate of John S. Oniibaun, de- 


CASPftR A. ORNBAVN. 
Attdrtiey 
for Bstate. 
404 Nevoaa 
Btuik 


In the Matter of the Estate ot 
C . H . 
ENGLISH, also 
known 
as 
CHARLES HANEY ENGLISH, De­ 
ceased. 


NOTICE TO CREDITORS 


Notice is hereby given by the un­ 
dersigned, J. R. Thomas, as the ad­ 
ministrator of the estate of C. H. 
Englisb, also known 
as 
Charles 
Haney English, deceased, 
to the 
creditors of and all persons having 
claims against said decedent, to file 
them with the necessary 
vouchers 
with 
the clerk 
ot the 
superior 
court of the State of California, in 
and for the County of Mendocino, o r 
exhibit them with 
the 
necessary 
vouchers within ten months 
after 
the first publication of this notice, 
to said adnilnistrator at his office In 
the Preston Building, Ukiah, Mendo 
clno County, California, the 
same 
being the place for the trajisaotion 
of the business ot said estate In th^ 
County ot Mendocino, State ot Cal­ 
ifornia, 


Dated January 23, 1982. 
J. R. THOMAS, ad Administrator oit 


the estate ot C. H. English, al 
known as Cbarles Haney Englisb.'^ 
7 debeaaliid. 
W. P. ^ ^ Q M A S aaijl HALB McOO^^ 
, m*^^T; MUan«rB for 
Aimim- 


mm. 
tmt 


NOTIOK OP BT^BCirdN 
for Trustee of Ukiah Union High 
School DJstrict. 


State of California, County of Men­ 
docino, ss. 
On this 10th day of February, A. 
D. 1922, before me LILBURN GIB­ 
SON, a Notory Public in and for the 
County of Mendocino, State of Cali­ 
fornia, residing therein, duly com­ 
missioned and sworn, personally ap­ 
peared 
FLOYD 
BANKER 
AND 
PEARLE C. CRAWFORD, known to 
me to be the persons described In 
and whose names are subscribed to 
the within instrument and they ac­ 
knowledged to me that they execu­ 
ted the same. 


IN WITNESS WHEREOF I have 
hereunto set my hand and affixed 
my official seal In my office in the 
County ot Mendocino, State of Cal­ 
ifornia, the day and year in this cer­ 
tificate first above written. 
LILBURN GIBSON, Notary 
Public 
in and for the County of Mendo­ 
cino, State ot California. 


Notice U hereby given 
that an 
election for the office of trustee, o-i. 
Ukiah Union High School 
district 
will be held on Friday, March 31, 
1922. 


The i)olls will be open from 1 
o'clock till 5 o'clock p. m. on tiuit 
day at the grammar schdolhouse In 
each of the following school dis­ 
tricts: 
Potter Valley, Carroll, Cen­ 
tral, Coyote, Mill Creek, Occidental, 
Pine RIdgo, Forsythe, 
McGlendon 
(clubhouse),Redwood, McNear, Wil­ 
low; and from 9 o'clock a. m. till 
o'clock p. m. at 
the 
grammar 
school house In Uklah school dis­ 
trict. 


There will be one trustee to be 
elected for a term of three years. 


Anyone wishing to become a can­ 
didate and have his name appear 
on the bollot niust file his applica­ 
tion with the clerk of this board 
on or before March 25, 192i2. 
Dated March 15, 1922. 


HALE MoCOWEN, Chairman 
WM. BROMLEY, 
Clerk 
EVERETT 
HOLLIDAY 
CAROLINE M. THOMAS 
J. G. NEWMAN 
Trustees of said Ukiah Union High 
School District. 
24-3t 


IN T H E SUPERIOR 
COURT O P 
THE .STATE O P 
CALIFORNIA 
IN AND FOR T H E COUNTY O P 
MENDOCINO. 


NOTICE TO CREDITORS 


In the Matter of the Estate of 
WILLIAM McFARLAND, Deceased: 


Notice Is hereby given by the un­ 
dersigned, administrator of the es­ 
tate of said deceased, to the creditors 
of and all persons 
having 
claims 
against the said deceased 
to 
file 
their claims 
witJv 
the 
necessary 
vouchers in the office of the clerV 
of the above entitled court, or to ex­ 
hibit 
them 
with 
the 
necessary 
vouchers within four months 
after 
the first publication of this notice 
to the said 
administrator 
at the 
office of M. H. 
Iversen, 
Preston 
Building. 
Ukiah, 
California, 
the 
same being the place for the trans­ 
action of the business of said estate 
in the County of Mendocino, State 
of California. 


Dated Feb. 14th, 1922. 
First publication. March 3, 1922. 
CHET 
BISHOP, Administrator of 


the estate of William McFarland, 
deceased. 


•M. H. IVERSEN, attorney for es­ 
tate. 
Ukiah, California. 
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NOTICE FOR PUBLICATION 


Depni-tment of the Interior, U. S 
Land 
Office at Snn Praucfsco 
Cnllf., IVIarch 2, 1022. 


NOTICE OP SAriE OP SOHOOli 
ROITDS. 


-NOTICE 
IS 
HEREBY 
GIVEN 
that the board of 
supervisors 
of 
Mendocino County, Calltomla, will, 
on the 11th day of April, 1922, at 
the hour of 10 o'clock a. m. at the 
Board Room of said board of super­ 
visors in tha 
Mendocino 
County 
Court house at Uklah, California, of­ 
fer 
for 
salr, eighty bonds ot the 
Uklah School District, each of thd 
par value of flOOO, payable 
foiir 
each year. Interest at the rate of 
5% 
per cent per annum 
payable 
semi-annually. 
Said bonds- to be 
sold for not less than par and Uc- 
crued interest, and will be sold all 
in one lot or In parcels in the dis­ 
cretion 
of said 
board. 
All bids 
must be accompanied 
with a de­ 
posit of ten per cent of the amount 
bid and In the event of the accept­ 
ance of bid, said amount to be .ap­ 
plied on the purchase price thereof; 
otherwise 'to be returned to bidder. 
Said board reserves the right to re­ 
ject any and all bids. 


HALE PRATHER, Clerk of said 
Board of Supervisors. 


By M. A. CARPENTER, 
Deputy 
Clerk. 
24-2t 


Notice Is hereby given that Thom­ 
as C. Farrance whose post-office ad­ 
dress is R. F. D. No. 1, 
Ukiah, 
Calif., did, on the 10th day of Aug­ 
ust, 1921, file in this office Sworn 
Statement 
and 
Application, 
No. 
014528, to purchase the Lota 1-2 
(Ni/J 
NE14), Section 5, Township 
14 N., Range 13 W., M. D. M., and 
the timber thereon, under the pro­ 
visions of the act of June 3, 1878, 
and acts amendatoiT, known as the 
"Timber and Stone Law," at such 
value as might be fi.\ed by appraise­ 
ment, and that, pursuant to mich 
application, 
the 
land and timber 
thereon have been appraised, 
the 
timber and the land $208.40; that 
said applicant will offer final proof 
In 
support 
of his application and 
sworn statement on the 18 th day of 
May, 1922, before Clerk of the Su­ 
perior Court, at Ukiah 
California. 


Any pofson Is at liberty to pro­ 
test this purchase before entry, or 
initiate a contest at any time be­ 
fore patent issues, by filing a cor­ 
roborated affidavit in this office, al­ 
leging facts which would defeat the 
entry. 
23-lOt 
LIDA M. HUME, Register. 


IN T H E SUl'ERIOR 
COURT OP 
THE STATE OP CALIFORNIA, 
IN AND FOR THE COUNTY OF 
•MENDOCINO. 


NOTICE TO CREDTIORS 


IN T H E SUPERIOR 
COURT OI< 
THE STATE OP 
CALIFORNIA, 
IN AND FOR THE COUNTY OF 
MENDOCINO. 


In the Matter of the Estate of 
GUISEPPI LENCIONI, Deceased. 


NOTICE TO CREDITORS 


Notice Is hei-eby given by the un­ 
dersigned, R. L. Cleveland, as the 
administrator of the estate of Gul- 
seppi Lencionl, deceased, 
to the 
creditors of and all persons having 
claims against said decedent, to file 
them with the necessary 
vouchers 
with 
the clerk 
of the 
superior 
court of the State of California, In 
and for the County of Mendocino, 
or exhibit them with the necessary 
vouchers 
within four months after 
the first publication of this notice, 
to said administrator at 
his 
resi­ 
dence in Ukiah, Mendocino County, 
State of California, the same being 
the place for the transaction ot the 
business ot said estate in the County 
of Mendocino, State of California. 


Dated January 24, 1922, 
R. L. CLEVELAND, 
Administrator 


ot said Estate. 
L. I. GIBSON, Attorney for Bstate. 
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NOTICE 


DISSOLUTION OP OO-PARTNER- 
SHIP. 


Notice Is hereby given that the 
co-partnership 
heretofore 
exlsltlng 
between Battlsta Glanoll and Dom-*! 
-enlco GlanoU under the name .of 
'Battlsta Glanoll & Brother, 
.with 
place of business at Signal Ridge, 
-Arena Township, Mendocino Coun­ 
ty, California, Is hereby 
dlsBolved 
fby mutual consent. All debts of the, 
firm will be paid by Domenioo Ola-' 
.0,011; mi, all. acjBoupts owing tbe.00- 
jBMtnerebint «,rorpa7ablejto hUa. .Pa^ 
ted thifl 18tb day ot JamuM9>ii IfiM.i 


Ill the Matter of the Estate of 
ELLA NORA HUHNSTOCK, 
also 
known as and sometimes called EL- 
L.-V NOUA GILLESPIE, Deceased. 


Notice is hereby given by the un­ 
dersigned, administratrix of the cu- 


t a t o of said deceased, to the C[-ed- 
itors of and all 
persons 
h.avlng 
claims against the said deceased to 
file their claims with the necessary 
vouchers in the ofl:ice of the cleric 
of llio above entitled court, or to 
exhibit them with 
tlie 
necessary 
vouchers within four montlis 
after 
the first publication of this notice 
to 
tliQ siiid admiulslratvix at tl\e 
office of M. H. 
Iversen, 
Pj-eston 
Building, 
Uluah, 
California, 
the 
same being the place for the trans­ 
action of the business of said estate 
In the County of Mendocino, State 
ot California. 


Dated March 8, 1922. 
Fli-st publication, March 10, 1922. 
OLLIE B. HOLMES, Administratrix 
of the estate of Ella Nora Huhn- 
stock, also known as and some­ 
times called Ella Nora Gillespie, 
Deceased, 
M. H. IVERSEN, Attorney for es­ 
tate, Ukiah, California. 
23-5t 


NOTICE OP. SALE O P COUNTY 
PROPERTY. 


NOTICE 
IS HEREBY 
GIVEN, 
that the board of supervisors - ot 
Mendocino county will cause to be 
spid at the old Blalack ranch near 
Hopland in said Mendocino County, 
on the third day of Marc'ii, 1922. at 
the hour of ten o'clock A. M. one 
Cletrao Cleveland tractor. 
Said sale 
wlU be made at public auction by 
Supervisor B. L. Williams, to the 
highest bidder for cash. • 


Dated this 24 th day of February, 
*1922. 
I^Board of Supervisors ot Mendocino 
County, 


By A. J. FAIRBANKS, Chairman. 
Attest HALE PRATHER, Co. Clerk. 
By M. A. CARPENTER, Deputy. 
21-lt 


IN 
T H E 
SUI'ERIOR 
COURT, 
COUNTY 
OF 
ftlENDOCINO, 
STATE OF CALIFORNIA. 


PROBATE. 


In the Matter of the Estate of 
H. B. SMITH, Deceased. 


Notice for Publication of Time Ap- 
poiiUe«I for Probate of Will. 


Notice is hereby given, that Fri­ 
day, the 7th day of April, A. D. 
1922, at -10 o'clock A. M., of that 
day, and the Court Hoom of said 
Court, at the Court House, in the 
County of Mendocino, State of Cal­ 
ifornia, have been appointed as the 
time and place for proving the will 
of said H. B. Smith, Deceased, and 
for hearing the application of Mabel 
Ames Smith for the issuance to, her 
of Letters Testamentary 
thereon. 
And all persons interested In said 
Estate are.notified to then and there 
appear and show cause. If any they 
have, why said will should not be 
admitted to probate, and 
Letters 
Testamentary thereon issued to said 
petitioner. 
(Seal) 


HALE PRATHER, County Clerk. 
By W. H. PRATHER, 
Deputy 
Clerk. 
THOMAS, THOMAS & McCOWEN, 
.\ttorne.vs for Petitioner. 
Dated March 16th, 1922. 
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IN T H E SUPERIOR 
COURT O P 
THE STATE OP CALIFORNIA, 
IN AND POR THE COUNTY OP 
MENDOCINO; 


Dr. Carl Hp^g came up from San 
Francisco the latter ^Rart of \uf% 
week on a short visit mih tW pari 
entfl. Mr. and Mrs. L^9tfj|ilS^ m 
city. 


In the Matter of the Estate of 
JOHN SNOW, Deceased. 


No. 326S. 
Notice is hereby Kiven that a sale 
of the real i/roperty of the estate 
of John Snow, (loceased, is neces­ 
sary to pay the (lights 
outstanding 
against said deceased, and the debts, 
expenses and cliiirgcs ol' 
adiuinis- 
tralion of said estate, 
and 
tliat 
therefore tlie uiidersiKiied as e.vecu- 
ti-ix of the la.st will and tostament 
of said deceased, will on Satiu'day 
the first day ot April, l!')22, at the 
hour of ten o'clock A. iM. of said 
day at the east door of the County 
Court House in IMuali City, Mendo­ 
cino County, California, sell to liio 
highest 
and best liiddor for cash, 
and subject to coiifiniiation by tlu; 
above-entitled Court, all the ri«hl, 
title, interest and estate of suid do- 
ceased and' of said estate in una to 
that certain real propuriy .situated in 
said IJkiah City and doscribed ;\s the 
southwest quarter of block sixty-one 
(fil) of the Westorn Addition 10 the 
Town of Uklah City, according to 
Ih'e official plat now on file in tno 
office of the County lU'Corder of said 
County of Mendocino, Sialc> of Cal­ 
ifornia, together with all buildings 
and improvements siluale tliereon. 


Terms ot Sale: 
Cash, to be paid 
at time of sale. 
Deed and abstract 
at expense of purchaser. 


Dated this* March 15th, 1922. 
First publication March 17, 1922. 
VIRGINIA 
RICHARDSON, As Ex­ 
ecutrix of the Last Will and Tes­ 
tament of John Snow, Deceased. 
W. D. L. HELD, Attorney for said 
Executrix. 
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NOTICE TO BIDDERS 


Wood I'ov High School 


Notice is hereby given that tho 
board of trustees ot the Ukiah Un­ 
ion High School district will receive 
bids 
for furnishing wood for the 
Uklah Union high school as follows:' 


26 tiers of pine, two feet long. 
60 tiers ot black oak or live oak, 
two feet long. 


6 tiers ot black oak or live oak, 
18 inches long. 


Wood is to be delivered on school 
grounds at Ukiah by September )> . 
1932. 
Bldfl are tq be s e a l ^ and Yiill 
be QBoaW FrWay, March 24, 1942, 
At 3.,ap B. .m.j The board reserv^i 
tli^M'ght "to-reject any or all bldn. 
• V h' -'iWf^ BROMLBY, 
Cloftc of said board,- Uklah. CiO. i% 
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Advertising Rates on Application 


SITBSCUIPTION HATES: 


Per Year 
|2.50 Three Months 
$ ,80 


8ix Months 
1.50 One Month 
30 


Single Copies to Non-subscribers, 10 cents. 


COURSE OF OBSTRUCTIONISTS 


ABSOLUTELY INDEFENSIBLE 


DI8PATCH-DBM0CRAT, VmAU, 
OAL., FRIDAY, MARCH 17, 1822. 


bad, the evil in them should be pointed out and the arguments 
against them supported by something more than childish quibbles. 
His whole course in this matter has been puerile and unworthy of 
him. 
With Reed and Watson and LaFollettc and Hearst as his 
travelling companions, he has fallen into bad company and the 
sooner he parts with it, the better, for the people groaning as 
they are under their tremendous burden of taxation and desirous 
of peace, have very positive ideas on the question of the ratifica­ 
tion of the peace treaties and are not going to be trifled with. 


The conduct of the Senators who are now opposing the ratifica­ 
tion of the Four Power Treaty at Washington is discreditable both 
to their heads and hearts. 
These Senators are presuming much 
upon the ignorance and credulity of the American people when 
tkey assume that the people are going to be misled by the flimsy 
and almost idiotic pretexts which these Senators are putting forth 
to justify their action. 


The Democrats who are taking part in this opposition are per­ 
haps a little more excusable than the Republicans as these Demo­ 
c r a t s are only repeating the tactics adopted by the Republicans to 
prevent the ratification of the League of Nations when it was be­ 
fore the Senate in 1920. 
So far as to any essential difference be­ 
tween the objects sought by the League of Nations and the treaties 
iormulated recently at the Peace Conference at Washington, there 
is none, and the difference in the methods now proposed to reach 
ndie common ends desired by all, are differences in phraseology 
rather than in substance. 
The plain truth is that a large number 
of Republicans opposed the League of Nations professedly on 
one prextext or another, but really because it was fathered by 
President Wilson; likewise the Four Power Pact is now being op­ 
posed by a number of Democratic Senators because it has a Re­ 
publican label on it and because it is known that the Republicans 
^defeated the League of Nations for partisan purposes. 
Again, 
a few opposed the League of Nations for petty personal reasons 
and to spite President Wilson, and now a few Republican Senators 
are opposing the Four Power Pact because of petty personal griev­ 
ances against President Harding and the Republican administra­ 
tion. 


While it is but human to retailiate, yet it is to be hoped that the 
Democratic Senators will rise above petty politics and will give 
their earnest support to these treaties and insure their ratification. 
This will in the end be the wisest course as well as the right thing 
and the patriotic thing for them to do. The new treaties may be 
no better than the League of Nations, and in their opinion may 
not be as good, but the League is now past history and the best 
thing now to do is to take the nearest thing we can get to obtain 
the objects sought by the League and not be controlled by political 
resentments. 


Our own Senator Johnson did many commendable things when 
'1he was Governor of this State for which we honor him and for 
which the people of California honored him by sending him to the 
United States Senate, but his course since he has been in that body 
has not been one that his constituents can be proud of. 
H e has al­ 
most continually since his advent into that position been an ob­ 
structionist rather than a constructionist. 
His ability and energy 
have been directed to tearing down rather than building up. 
As 
politics go, there might have been some semblarfce of justification 
for his opposition to President Wilson's 
policies 
on 
politica 
grounds, but his attitude on the treaties now before the Senate is 
robbed of that excuse and is mortifying and humiliating to many 
of his own friends. 


His pretended arguments are so specious and weak that they 
at once suggest insincerity. 
His quibbling over the treaties because 
he does not know whether the original draft was made by Mr. 
Balfour, Mr. Kato or Mr. Hughes is childish and utterly inde­ 
fensible. 
The treaties speak for themselves. 
They are either 
good or bad. 
If good, they should be ratified without delay. 
If 
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Let the children grow up 
with a love for good music. 


We will gladly artange 
terms to suit you. 


The Joseph Jewelry Co. 


•Tffx Hocan or OOAUTX" 
inOAH. CAUFORNIA 


TO START WORK ON 


NEW ELK MOUNTAIN ROAD 


The plan proposed by Lake coun­ 
ty laet January to cooperate with 
the government In the constinictlon 
of a new road over Elk Mountain 
has been accepted by the govern­ 
ment, according to advices 
which 
have been received, and work on the 
road will begin on April Ist. 


Although the cost was prevlou.sly 
estimated at $18,000, which was to 
have been shared equally *by 
the 
county and government, the govern­ 
ment has announced that it will ex­ 
pend $13,000 on its own 
account 
and that the county will only, be re­ 
quired to expend its former share of 
$9,000. 
As the county Is now re­ 
ceiving 900$ a year from the gov­ 
ernment at present for pasture ren­ 
tals, etc.. It is not assuming any di­ 
rect obligation in the building of 
the road. 


The construction of this new road 
will open up one of the 
greatest 
camping and hunting 
regions 
in 
California, and should attract many 
who enjoy the wonders of the great 
outdoors. 
In 
addition, 
the 
road 
will give access to more than 5,000,- 
000 feet of timber. 
The road will 
also form a connecting link with the 
road leading from Mendocino county 
to Gravelly valley, and will conse­ 
quently divert much 
travel 
into 
Lake county. 


The board of supervisors on Jan­ 
uary 10th unanimously adopted 
a 
resolution to cooperate with the gov­ 
ernment in building the new road, 
and the announcement made by the 
government to build the road in con­ 
junction with the county. Is the re­ 
sult of the super\'lsors' former ac­ 
tion.—Lakeport Bee. 


PROCEEDINGS OF THE 


BOARD OF SUPERVISORS 


WAIL PAPEB mmm. SALE 


25 PER CENT OFF 


Until Our New Stock Arrives 


VICTORY 
THEATRE 


PROGRAM 


FRIDAY. March 17.—"The Princess 
of New York," a Paramount pic­ 
ture with Mary Glynne and David 
Powell. 
Also 
3rd 
episode 
ot 
"Hurricane Hutch." 


Admission 10c and 22c 


(Continued from page 1.) 


SW>4SW>4 Sec. 8 Tp. 22 N. U. 14 
W. M. D. -M. 


Following 
transfer 
for 
county 
funds made: 


$4301.06 
from 
County 
General 
1021 to County General No. 1 1921. 


$4838.70 
from 
County 
General 
1921 to County General No. 2 1921. 


$6523.28 
from 
County 
General 
1921 to County General No. 3 1921. 
$10,035.90 from County 
General 


11921 
to County General No. 4 1921. 
$4301.06 
from 
County 
General 
1921 to County Genera) No. 5 1921. 
Above tranfers were made by the 
I following vote on roll call: 


Ayes: 
E. L. Williams, 
E, 
M. 
Ford, W. H. Ross, F. W. Reynolds. 
, A. J. Fairbanks. 


I 
Noes: 
None. 
' 
Absent: 
None. 


I 
Petition to declare that road com­ 
mencing at Mountain. View school 
house and running in a northwest­ 
erly direction a distance of 3-4 of 
a mile to the line of Harry Welhe 
lands, a private right of way exist­ 
ing and to continue for «se of set­ 
tlers in this community, was accept­ 
ed. 
Frank Piper. W. Watrous and 
R. E. Donhoe were appointed view­ 
ers to view and locate said road. 


Following claims were 
rejected 
as not legal claims: 


Alva Ogle, Wm. Kroeplln, 
Burt 
Shields. Aug Ahlqulst. Ernest Ti­ 


tus. 


Following claims rejected as not 
legal charges: 


J. F. White, Aug. Ahlquist. 
The 
following 
claims 
against 
Mendocino 
county 
were 
allowed 
from the following 
funds: 


Clerk's Nos. 2974 to 2797 inc. 
from Co. Gen. No. 1 1921. 


Clerk's Nos. 2978 to 2988 inc. 
from No. 1 Road 1921. 


Clerk's Nos. 2989 to 2992 Inc. 
from Co. Gen. No. 2 1921. 


Clerk's Nos. 2993 to 3009 inc. 


J. W. Evcrsolc & Son 


For Quality 


SATURDAY, March 18.—"Tillie," a 
Realart picture with Mary Miles 
Mlnter and Alan Forrest. 
Also 2- 
part Christie comedy. 


Admission 10c and 22c 


SUNDAY. March 19.—"The City of 
Silent Men." a Paramount picture 
with Thomas Meighan 
and 
Lois 
Wilson. 
Also Fox News and Mutt 
and Jeff Comic. 


Admission 10c and 2ac 


xVIONDAY. March 20<—"The 
Faith 
Healer." 
a 
Paramount 
pictui-e 
with 
Milton 
Sills, Ann Forrest 
and 
Winifred 
Greenwood. 
Also 
Burton Holmes Travelogue 
and 
Post Nature Series. 


Admission 10c nnd 22c 


TUESDAY, 
March 
21.~"Hickville 
to Broadway," a Fox picture with 
Eleene 
Percy. 
Also 
Sunshine 
comedy, "The Barnstormers." 
Admissiou 10c and 22c 


IRVING € ^ m i E I & 


•KEEPING OT*.-LIZZIE* 


H U R M 
< n U UAniAM, U t A 
• « 4 JILAMUB r n V I H i 


BOMINSON 


V^^D.-THURS., 


lEpjG UP WITH LIZZIE,' 


March 
22-23.— 


a 
Hodkinson 
production 
with 
£3nld Bennett and strong support­ 
ing cast. 
From the story by Irv­ 
ing Bacheller. 
See what happens 
to a little American village when 
they tried keeping up with Lizzie. 
Also 
2'Part 
comedy, 
"Don't 
Marry," 


Admlwioa lOo nnd 88o 


from No. 2 Road 1921. 


Clerk's Nos. 3010 to 3011 Inc. 
from Co. Gen. No. 3 1921. 


Clerk's Nos. 3012 to 3027 inc. 
from No. 3 Road 1921. 


Clerk's Nos. 3028 to 3032 Inc. 
from Co. Gen. No. 4 1921. 


Clerk's Nos. 3033 to 3051 Inc. 
from No. 4 Road 1921, 


Clerk's Nos. 3052 to 3053 Inc. 
from Co. Geri. No. 5 1921. 


Clerk's Nos. 3054 to 30C6 inc. 
from No. 5 Road 1921. 


Clerk's Nos. 3067 to 3223 Inc. 
from Co. Gen. 1921. 


Clerk's Nos. 3224 to 3225 Inc. 
from Exploitation 
Fund. 


Clerk's Nos. 3226 to 3230 inc. 
from .Salary 1921 Fund. 


Clerk's No. 3231 from 
Anderson 
Valley Union High Special. 


Clerk's No. 3232 to 3320 inc. 
from Co. Gen. 1921. 


Clerk's Nos. 3321 to 3322 inc. 
from Co. Gen. No. 5 1921. 


PIWOB UHDUCTION BULKS 


ON SMALL OLETBAC TBAOTOK 


A great deal of Interest was dis­ 
played all over the country 
when 
the Cleveland Tractor Company an­ 
nounced a new model of tank type 
tractor. 
This announcement 
was 
made three months ago and a price 
of $950 delivered In Ukiah was an­ 
nounced. 
Everyone who has seen 
this little tractor work has agreed 
that It Is a marvel for power and 
adaptability 
to all conditions and 
that It was well worth 
the 
price 
asked. 


Now the announcement that t h e 
price is reduced to $735 
delivered 
in Ukiah is of great Interest to us 
all and puts this tractor in reach of 
every rancher with a medium sized 
ranch. 


Moulton Bros, announce that they 
will have one of these tractors on 
hand for inspection and will be glad 
to demonstrate It at any time. 


Cowards Stay Home! 


Sunday atternoon when Rev. 
Conant preaches on the sub­ 
ject, **Is the Devil In Modern 
Amusements?'* 


Baptist Cliureli at 3 o'cloek 


SHOES! 
SHOES! 


For Men and Children 


at prices that will astonish you 


The following well known brands are to 
be found in this big stock: Endicott John­ 


son, 
Star Brand, Buckingham 
Hecht, 
Packard and A. A. Cutter. 


THIS WEEK'S SPECIAL 


MEN'S KAHKI PANTS 
- - - $ 1 . 7 5 


A T 


The Little Store With a Big Conscience 


The Wofkingman''s Friend 


H. Schirmer, 
Prop. 


THE LITTLE STORE OPPOSITE COURT IjlOUSE 
We are agents for A. A. Cutter Boots 


II 


